COFFEE ° i. 
STEEL GUT VACUUM PAGKEDL 


A blend of tho highess grade 
Coffee grown—specially 
selected: for cup quality! 

$1 per 1 1b tin 


| aT. 
LANE CRAWFORD'S, 


"No, 17,656, — Fi 


BUSINESS N OTIOES 


W. S. BAILEY & CO., LTD. 


‘ENGINEERS and’ SHIPBUILDERS, 
HUK UN~KOWLOON, 


Marino. and Land Mngincers, Boilermakers, . | 
Founders, Motor Bont Builders. 


~ 


HARBOUR REPAIRS" CAlL FLAG “L", 
: SOLE AGENTS FOR. "KELVIN MOTORS”. : 
| Tenerhones:—Works K.21 ; Manager K.920; Harbour Engineer K.120; 
Worka Supt. K 410 
oe TELEGRAMS. :—"SEY BOURNE.” 


-} the: maim credit forthe success: of the | 
‘| most splendid demonstration in our 


| DRAGON MOTOR CAR GO. i 


BOLE DISTRIBUTORS FOR THE FAMOUS 


Triarnon2. rrr 
INSPECTION INVITED. 
BEST “cars IN THE COLONY EOE BIRE, 


Seyssmber 1, 1919, Temperature Tir . 
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HON. GEON Gq, 


- ‘TO-DAY'S CABLES, 


: 


' fe ? 
“1 Peter's, Service 
BOTHA [A DEAD. 


: Lonnon, Aug. 30... 
, A telegram from Mr, Aaquith says 
“the death of Botha. is in ney judg: | 

‘ment as great.a personal logs ag. the 

‘empire could ,have. sustained. His 

talents as a commander in the field | 

were. of the highest order. 


} always: be remembered as entitled to 


history of the healing; unifying power |: 


of freedom and full self-government. 


| For,-years I enjoyed and prized his | 


friendship. and. I deeply deplore his! 
death.” 


Everywhere the ‘most profound} 


regret. is manifested-over the loss to 
;the empire which is regarded as at 
| present irreparable, while this death is 
considered a calamity to .South 
Africa as the ‘subcontinent has:lost 
|the weightiest protagonist of racial 
conciliation. 

The Star says ‘Botha gained an} 
admiration and respect, which is 
;unique. His. loss. we ean very hardly 
(bear. The Evening Standard recalls | 
tthat: in ‘the meetings of the British 
fempire cabinet in Paris his was the | t 
dominant voice. President Wilson 
‘declared’ that his speech to the 
| Supreme war’ council on the mandate 
|for German South West Africa: was 


'the most convincifig public utterance f 


"he had ever heard. 


A vivid picture has been drawn of | 
the peace “conference. t 


Botha at 
‘knowing his. health was precarious, 
yet not struggling, confronting death |; 


with steady courdge and philosophy, | 


"(REGISTERED 


| AN EXACT REPRODUCTION OF A WELL-KNOWN 
SPA AT HALF THE PRICE BLENDS PERFECTLY 
aus SPIRITS, ESPECIALLY vor, ae 


A. S. WATSON & CO., LTD., 


AERATED WATER MANUFACTURERS: 
" Telephone No. 436, 


° 


a 


NEWLY 
ARRIVED" 


Punta 


ROBINSON'S. 


cc HONGKONG ROPE MANUFACTURING Co,, Ld. 


* Established 1883 
MANUF/AOTJRERS OF 


PURE ‘0s ROPE 


4 STRAND 
8” to 10” 
OURCUMFERENCE 


. 


GABLE LADD 
5” to 15” 
| Cracumyga Nc t, 


Oil Drilling Cables of any size up to '3,000 feet in length : 


STRAND 
}” to 18° 


Cracumrzaxyer, 


Prices, samples and full particulars wil be forwarded on application, $s 
Shewan, Tomes & Co, Genrral Managers 


' ALEXANDRA BUILDING, HONGKONG. TEL. No. 2842, 
meer career nen ercrererenane ts arena a | 


| his illness prevented. him from doing | 
/much in Paris, says.a writer in the | 
| Daily News. But everyone hung on | 
|his’ words. - His. influence was: con: 
'stantly. felt behind the scenes, He{ 
was always for moderation. His. 
weight in the British erapire delega: 
}tion was.decisive, 

A writer in the Morning Post says 
}it was. at Botha’s suggestion that 
‘Lloyd George “received Hertzog. | 

“Lloyd George's speeches .abvioysly-| 
'bear’the mark of-Botha’s stateaman- 
'ship.” He left England an outworn 
man. He hada bad heart attack 
between Plymouth and Madeira, from |. 
which he never really recovered. 

é news was received with the 
greatest regret at the Foreign Office 
where’ the o were most im: 
pressed with his strong character 
and fine intelect during the confer- 
ence, 
viewer that Botha ‘was one of the |’ 


most remarkable and popular figures | 
at the conference. He had" very little | 


to say. and never -anything’for publi: } 
cation but his. influence .was great, 

Everyone respected his intellect and 
realised” that there was much" careful 


; thinking behind ‘his his views. 


ouR PRINCE. 


Orrara; Aug. 29, 
The Prince of Wales has arrived 
and had a magnificent reception. 
Immense crowds adsémbled. Sir R. 
Borden presented a loyal address in 
(front of the parliament buildings, 


k Ndeclaring that the comradeship in 
' arms of the Prince with the empire's 


forces had established: a peculiar j. 
bond of affection and sympathy be- 
ween His Royal hi,hness and the 
Dominions. The notable develop- 
ment of ‘the status of the great 
dominions tended. to strengthen the 
influence of the Crown in binding 
the nations of the empire through 
the tie of a common ‘allegiance | " 
Wherein it was .the united purpose 
to find effective expression.” Theré 
aged ot Sir R. Borden's 

The populace broke the’ ropes and 


solid, breathless. mass. The, Princé, 
ying in a clear voice, said: 


‘devotion to’ British institutions and 
ideals which unites the peoples of 
.| this, empre..I-am conscious that 

days upon. me as His Majesty's 
heir a grave and also very inspiring 


; | erected the Prince’s speech, ” 


: ihe Mags 29 
Marshal Foch .in “a, letter to 


UoydGéorge, expressing his gratitude, . 


for™ recent tributes . ae to. him-in 


Ta the | 
'| sphere, of statesxmanship se will, 


(ESTABLISHED 
Rainfal: 6627 .nebs ; 


MONDAY. SEPTEMBER 1, 


we 
tn the Ching shes. ee 
4 DEARER Loar. 


ae  SBRNDON, Aug. 31. 
| The-Food Controller, after review: 


and hqurs: for bakers? Has sanctioned 
an.incresse of one halfpenny in the} 
price of the ayartern. loafs 


” 


“ontexxn, 


ae DON, Avg’ 30: 
| “The Australians beat Somerset bp 
95: runs. 
Kent y. Middlesex was drawn, and | 
| Sussex v. Yorks ‘was, abandoned 
owing to rain. 


TERRORISM AND, 
-FRIGATFOLNESS: 


STOCKHOLM, oe 29, 

Lean speaking at Moscow on the 
fate of Bolshevism at Budapest, said 
the worst enemies of Bolshevism were 
ithe moderate Socialists, who also: 
menaced Bolshevism in Russia. The- 
only efficient weapon ‘against such 
moderation. was the red'terror. It was. 
the'failure of the Hungarian commun. 
' ists: to use terrorism which had caused 
their downfall. The telegram (from 
| Petrograd) adds that this is the first 
lbimé’ Lenin has proncunoed' himself 


tm favour of terrorism. 4 


RUSStA. 


Lonpon, Aug. 28. 
In the neighbourhood of Liski- 
| Novo on the Khopersk railway, Gen- 
eral Kamontov, volunteer cavalry 
| leader, entered Taimbov, the chief 
| supply depot on the Reds” southern 
ront. He captured 13,000 prisoners 
|. and' dispersed to their homes 10,600} 
‘mobilised but untrained armed men. 
| After distributing the Bolshevik food. 
supplies ationg:the population and 
destroying what they couldn't have 
carried off the volunteers evacuated 
Tamboy and are now moving to- 
wards Koslov,;:the headquarters of |} 
| the Bolshevik southern front..: 
"RESHANGEE, ‘Aug. 30.° 


‘| powerfully ‘bombed "by aeroplanes, 
iy 


One official told an inter-| 


“Beare fighting! is igri on the 
railway “front “wherein: 200 Aunstra- 
lians are helping the exhausted loyal 
Russians.. The town of Kemtsa was 


and then infantry, ‘supported 
heavy gunfire, cariéd the town. 350: 
Bolsheviks surrendered with all their 
artillery stores, “Fighting aa ya 
; HELSINGFOQRS, Atg. 
"The cael capture of Bet i is 
confirmed, 


: FLYING ro JAPAN, : 


7 “Four, ~ Aug. 30. 

The. steainship ' "Nippon ” has left 
Spezia for Tokyo with spare parts 
fer aeroplanes, aerohautical imstru- 


Humidity 8G. 


ing the arbitration award of wages} Peace. 


| Goliath show that the breakdown 


Laas 


1, “yo19 


ube 1, 1918, 8, Tenpistur 78 
91. HAR ACA RERIRA Cece 


7 Tar Lisl: typemstiar. 
fer traveliing— 
Ra Cemhyh i wih cae 0 


rt : 
ALEX ROSS & oo. 
Phone #487, 


N 


PRICE $3.90: Per: ‘Month 


 TO-DAY’S, CABLES, 


— 


. | Remger’s Service ta the China Maid) 


U.S. AND SYRIA. 


New York, Aug. 30: 


The., Associated Press. learns. that | 


the. American, mission to the Near 


‘Erst. has reported to the American [ 
delegation, but the report is nat |: 


yet.p'blished. as Mission interview- 
ed stated that. the S: $ generally 
.{ maintained that Palestine. should, be 
included in Syria i in order to form 

| united country. The Syrians. opposed 
the Zionist movement as Jews, were 
panty: 109%¢-of the. populatian and | 
| Moslems feared: a-big Jewish influx. 
i The Mission opines that there see: 

| tobe an overwhelming.gentiment. in 
favour of the United States mandat 

! Their report doesn’t necessarily advis 

}an American mandate for all Turkey |: 
‘but ic is: understood it  opines:| 
‘much more than Armenia and} 
Constantinople should be inciuded | 
if the  Unitéd ,, States 
to accept the mandate. The. mission 
States that there seemed.a general 


be king. 
AVIATION, 
Maprip, Aug. 16." } 
An official deeree is published | 


authorisiig 2 French. aviation com- || 


pany to commence a service between 
Toulouse and Morocco over Spanish 


| territory. 
Paris, Aug. 30, 
De: tdils received from the aerobus 


was. caused by bolts in the right 
propellor breaking. The machine 
flew for, 35 minutes on one*motor, 
but was. forced: to descend owing to 


decide |, 


_ for tech, c0) 


heat. It landed’ on a sloping beach |! 
and stashed into the sea at a point |i 
| 180 kilometres north of St. Louis.. The 

party lived for six days by distilling} 


seawater, They were first discovered |!| 


by natives. Then a caravan was 
sentifrom Mederan, They expect to |. 
aa at St Louis early in Septem: } 
an 
Lospoy, Aug. 29. 
- Despite rain and stormy Skeet i 


BUSISESR SOTICES 


J.T: SHAW.. 


; ——)000(—- a8 
TAILOR, HABITMAKER - 
cae AND. 


— OUTFITTER. 


" Qt, HONGKONG, HOTEL sae 
HONGKONG. ; 
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WHE FHRAL 
a es aac Md aN TYPING SHVERAL COPIES. . 


Were you never annoyed’ by having to beng the k oO ba rat Yes! 
by some. of the words on age ey copies tarningront iMegitle, ‘i Se ina 


‘This doea not happen with tho AMMOND, Simply tarn a seraw—ones 


Not oaly will will each, copy be legible, but. on each sheet every letter will te 


this will happen no matter baw: hard or hew siftly you strike 
the keys. 


This. is only one way in which the HAMMOND ij, 
makes; for farther particulars. apply — Besecaents: athe 


Messrs. BREWER & CO, 


Tol. 696. (Sole Agents: Hongkong). 


— a 
———————————*_*<*<£_=£_{___OZZ 
Seen 
} 


A. SPEEDY. & SURE‘ CURE 
: / FOR a 
PRICKLY HEAT. 


Out PRICKLY HEAT LOTION, prepared according to the formula of ove of! 
‘the present day Professors of Tropical’ Medicine, 


" Tnatantly Allnys Irritation and Cures alter a few applications, 


| THE PHARMACY, 22, Queen's Read ‘Central. 


ToL 345. 


tthe London and’. Paris passenger } 


| airservice* is proceeding smoothly, 
There dre now four machines ane 
regularly. : 


BRITANNIO IN INDUSTRIAL 

‘ALLIANCE. — 
. am a 

f .. Lonpon, Aug, 30. 
As a result. of the meeting of |' 
a son July 30 the Britannic | 
Industrial Alliance; which is a strictly 

normparty organization, has 

‘formed. Its. object is the bringing 
together. of all associations “of | 
empldyers ‘and “employees now 
working harmoniously under the 
‘Whitley.’ industrial: councils or 
similar agreements; also organisa- 


ments, etc., which Wilf be unloaded at | tions and individuals interested in 
points on the route of D’Annunzio's developing British trade. with a 
projected. flight to Tokyo. The|view to. placing them in direct: 
}ports of call include Salonika and |touch through the Royal Colonial 
Bagdad. Institute with similar organ‘sationa 


Sane ANIAN ROBBERS. 


BUDAPEST, ‘Aug. 29.- 


and individuals in the Dominions, in 
order to co-ordinate efforts to develop 
the resources and. markets.of the 
empire. The promoters claim that 


Unless the wholesale Rumanian |it is the first attempt to consolidate 
requisitions are’ speedily stopped, |'and co-ordinate British industry, lab 
Hungary'will become a charge upon | our, and trade within the empire. A|- 


‘the Entente and absolutely incapable 
of any reparation. The Anglo- 


American ipilitary representatives in. worl necessary’ 


the course of their visirs inspected: 
centres. where the. Rumanians have 
stripped bare medical stores, electrical 


works, énormous stores of foodstuffs, | 


merchandise, clothing, and machinery. 


and endeavour of the British peoples |, 
was a tornado of. cheering’ at. the|" 


streamed around the platforin in a/ 


| GERMANY. 


‘CoretitacEn, Aug. 
Verwaerts forecasts. the appoin 
ment of a dictator'as the only means. 
of suppressing dangerous movements’ 
by extreme ists ‘on, the - one 
side and reactiGnatles 0 on the other. 


rept: 
y, You've spoken of allegiance to the}- 
Crown as an expression of that |’ 


PENHAGEN, hig, 29. 
‘The Friedrich “cabinet is chiefly: 
drawn: from -6fficial and middie 


‘| responsibility.” A storm of mee ie 


classe ‘did not-blamé ‘bot aod had 


‘embodied labour concessions in their'| ‘ - 
, pales ‘Thereforé he had not includ- |! 


ed inthe cabinet’-any. professional 
Socialist ‘leaders: but Makes Class 
‘representatives. ’. 


adel Stee 
Bri eevenmert to reinforce and|-gre: 
: pin 1918'.sufficient.-effectives | ctaady” 
je in| and alsa 


provisional. committee appeals for | 
financial Sate oe propaganda | 
ontset. 


— 


t tad Paras FREE. 


The ’ Press ‘censorship in’ Ireland | 
fs abolished from September 1. 


A STOLEN. PICTURE. 


~ BorBcna, Aug, 29 . 
“Franci’s -() masterpiece, the 
Madonna and Child, has been: stolen 
‘from the art "gallery and a, coloured 
ene of it substituted. 


BELA. KUEN. 
VIENNA, Aug. 30." 
‘Belakubn’ and ‘other . éxCoinmis- 


“Ene 
here for the next three years eae 


¢ sy ‘followed “by 1: dose 
¢ mice, Bed ie Emr toend "are tie 
dyson! 


emmy y iieds ate to’ be cxslided i 


-FAIRALL & CO. 


“SMART RAIN COATS. 
‘UMBRELLAS. 
_NEW ASSORTMENT. ‘OF 
SPORTS COATS, 


_ALL SHADES, 


” 


‘PHONE 644,, 


“DIAMONDS, 
. JEWELLERY, 
. SILVERWARE, 
i. ‘CUT = GLASS ° 
“QUALITY, -YARIETY—PERFECTION, s 


J. ULLMANN & CO, 


| QUEEN'S ROAD CENTRAL (Connmn Frowkn Srmmaa}, 


 CALDBECK ; HACGREGOR & CO. 


1 Queen's: “Road Central. Coke TB) 
. SOLE" AGENTS FoR. fe 


-JOHNNIE® ‘WALKER. Whisky. 


ig, P. LAMMERT. 


‘AvoTionz:n, APPRAISER. 
any SURVEYOR 


—Public Auctions— 
—<— 


Te Undorsigued has received ins. 
tructions to soll by Public auc: 


on a 
vs WEDNESDAY, September, 1919, 
ab. 12: o'clock (Noos) ‘ 
at. bis. Sales, Rooms Duddell Street, 
THE bani TWIN SOREW" 
‘omar LEE" 
Adnilt in cat by the Hongkong & 
Whampoa. Dork Ca, Ltd. 
seonees Gross 997 
: Nett T24 
20s 9” 


Len} eth: 
§ 38h 4b? 


Breadth. 
Depth HH" 3” 

Terms: 20% of pu-chaae money on 
walt of hammer when ship’ willl be at 
-parchaser’a risk and’ completion within 
ooo weolk of date of sale. 

GEO. P. LAMMERT, 
Anetioneer, 


Hlongkong.. August 29, 1918. 


INTIMATIONS. 
. PEAK CLUB. 


“ WEDNENIMVY, September Sra, 
at O15 p.m." 
. PIANO RECITAL 
BY 
Proresson SKLAREVSRI 
‘Programme will: include 
(CHOPIN. sseeeBallale A Plat Major. 


Nocturne, FP Major: 
Sckervo: b Minor. 


Antique Minnes. 


Rubinstein. - Tarkish: 
arch. 


{SGAMBATTI 
(BELTIUY EY soe 


1Bonopiyy...... Tn. the Convent. 
J CHOPIN... Potonatse A has Maj it. 


Members ean obtain tickets for them. 
selves avd guests from No. | Boy or she 
"\Honorn- y Seerel en: 

TICKETS « - $3.02 cach. 


Rongkong, Augnst 3:), 1919 


‘WISEMAN, LTD. 


ara 0 


ia Tust Arrived, 
CADBURY'S 
| and -FRY'S: ; 
GHOCOLATES. 


~~ BLOSSOM | 
CANDIES. 


WISEMAN, LTD 


Phone 407. 


er 


se 


me Weil an bee 
os orld, 0 
Ses ares 


» MARTIN'S . 


TNTIMATIONS 


[METEOR GARAGE 


‘Sole distributors of, 


MAXWELL CARS. | 


Automobiles for Hire| a 


and for Sale 
‘at. reasonable. Prices, 


| 

| The isoeal Salt +3 for Tnfants, 
Invalids and Nursing Mothers. 

Wo have just recelrod « large. consignment. * 


‘Ss FIL FUN TAT ‘CO., 


For Hongkong and ‘Monta Ching. 


Gonnanght Rood Central, Hongkong. | 


‘Telophane Non, 1280 6 2230, 


DAIRY FARM NEWS. 


KIPPERS |. KIPPERS | 
JUST RECEIVED 


‘Bontland. 
65 cents per Ib, 


WE ARE 
‘GIVING’ AWAY FREE 


LAST -YEAR’ 
'. SEEDS | 
TO MAKE ROOM." 
FOR 


pig SEASON SEEDS 


EXPECTED SHORTLY. 


GRAGA & :0O., 
No, 10, Wyndham Street, 
i} P.O, Box 620, 


|| vaPanress MAKERS, | 


Prony Kind 0 of Footwear 


a Now Shipment Uireot from — 


Hongkong, 


‘definite human emotion, 
| greatty in pitch, it reve-und fell, aud 


| must be song. 


| roilt onthe Bélgi 


| a a 


THE CHINES@ IN’ 
FLANDERS. 


During the war a certain ‘town’ in | 
French Flandezs was invaded by a 
horde of Chinese Iwhourery. ‘They 
wore blue’ quilted clothing, army 
boots, and conical furlimed cups. “A 
raw wind was blowing the fine rein 


into their tanned faves. They ull 


looked cold and hungry, 

Onteide the town wad a gretit 
assembly of belli-tents, newly erected 
on a ammddy field fenced in with 
butbed.. wire. A dozen Chinamen 
wero. chown into duch tent by an 
English corpows and thew left to do 
as they-pleased. It was too wet and 
unpteusant to be in the open, vo they | 
just eat down on ther hannches, 
forloen and‘ migeruble. For a time 
nothing could be heurd except a few 
brief snatches of whispered conversu- 
tion, Then there was a sniff, und 
sniff was. followed by sniff—rome of 
them: were actunily weeping over | 
the'r hard! lot. Suddenly, however, 
a blending of low, discordant traits 
dune from one of the tents. Voices 
from. other tents joined in, und the 
sound jnereaced in volume. It wan 


“vaguely mournful, ultheuzh ‘it d'd 


not seem, to correspond with any 
it varied 


it even had o kind of rhythm, At 
fit we were puzzled by the weird 

and then-we reabixed that it 
We were, indeed, 
listening to Ch'nese miutic—mausic 


‘|i that authorities on ‘Enstern ‘culture 
‘}) have ‘praiged as subtle and beauti- 
}| ful, though quite unintell’gible to the 


uninitivtedy. ‘Tt certa‘aly: was ynin- 


Ml teil g bh, 


So the poor-éxites found consola: 


|. tion in song, and in time: they got 


vo wed .to'their ‘ new -existence that 
in. luter dayy they~ seemed to ‘be 
abanys cheerful and ‘an‘mated. 

For’ veral maonths our ‘comp, 
and u Chines lubour company wor 
ed. together ato: wood-yurd and sas 


Sold. in Packets: of 
10 & 20 Cigarettes & in 
Tins of 50°  Gigarctioe 


ALSO 


- MAGNUMS | 
: ‘in ‘Airtight Tins of 50, 


‘CBTSIN’BuE AT ALL STORHS. 


‘TA aeerilemen ana by 18 DiddbvAnnIcan Tetmee fu, Lad, 


LL Le 


This ‘sdeacteeaavs innved by. Britsh-American Tobacco. Co, (China) Ltd, 


, i 


— 


= 


x 


iid 


terest, no put the! book ‘back, agoin, 
buttened up the. peket, and shuffled. 
loft, Neme. titne afterwards another 
Chink approached me in the eame 
 dekghetully inlfonntal 
my'gliases off"iny mse-and ‘put. them 
‘ons his own, ‘He semed torfind them 
jsutisfudtery, and evideatly: wisbing | 
to buy th _le asked me, ‘' How 
many fhuncs?"’: Buu T did not. want 
to ‘purt with. then for.apy number 
of ** flamew,"’ and conveyed. as much 
to: lyin.  Ele- looked at them for’ a. 
micanent, ther? oefullly put. them: 
Lbaek ci my moe, looked at them 
aguin, und wulket off with affiented 
Web. 

The Chinks utd ourselves, would 
often cultvut in littl groups and cou. 
vyemse as best we curd, Ome cof the 
questions they invariably ‘put’ was | 
“ How" many yeu?” ‘meaning, ‘How 
oud” we you?” We would answer 
ether in the few wands of Chinese 
lwe had picked: up ov, more. com- 
vamonly, by imdieting, the number, 
i with ove fingess, TheChinks seem 
ext, to attach greul importance to the 
informat’on suppicd to.-them, they. 
would discuss it mnongst ‘themselves 
in their rupid,- otdlunt- putter, and: 
then they would tell us . their own 
ages in -retumn, ‘Another’. question 
they of often asked, Wass | ‘How. many: 

‘ “ How’ many 
wives (:nadams) have, you . get? e 
We, af courte, hud either. one or 
none ut ‘ul, , mihile, they : sometimes 
had * thfee,”" te aed obviows he 


just o shes me 
Thus. the artifieta neque due. to 


‘oni; fied” thems ‘with |i g 
a hostihty: they oftea exe} bang 


prewed ‘tw th. greeby frankness: “One | 
day'we were talkag to some Chinky 
avhen:" cone-tof thm tapped | ‘Ta on 


- We f 


‘the troubla. 
UW way. “ley took | 


| us the salt: “Their English ‘cor. 
poral told us that they had received 
"no bread for, breakiast, and th: 

When, they were 7% 


1 either commands 
buwled at them 
| mental manner nor threats of punish. 

ment nor promises of. days off were 
bof uny aval, Instead of going ty 


and ran about in. wild agita 
Chinese, word for. food - is 
chow,’’.and amid the bubel of ex- 
ited “tulle we could continuously fear"! 
the'deflant shout.of !* Na chow-chaw, 
Pno work.!"" thus reversing ths modern 
eccnoiwre dictum: No work, 
food.’” At length the bubbub. died 
| down, und they dispersed or nat on 
‘their haunches: and smoked, 


The 


them to go.to work, but in a moment 


finished their cigarettias while two of 


|| principal 


Principal Branch Factor 71, North: 


«they were -ordered | 
the Bervest tegic |: 


ther work, thay formed Jittle groups | 


chow | 


no}, 


Ano j| 
they, attenspt was made. to compel | 


they came running in from alll quar: } 
i ters, and aii was moise und confusion , ; 
Men they subsided once aguin-and | 


MONDAY .SEPTEMBER. 1,..1910, 
NOTICES: 


c. FALCONER. & CcO.,. LTD, 


_ WATOHMAKERS & JEWELLERS. - 


ROSS'S. ‘BINOCULARS and TELESCOPES, 
KELVIN’S NAUTICAL INSTRUMENTS, 
- . °. BENSON'S ENGUSH WATCHES,  . 
ENGLISH SILVERWARE, direct from. Mannfacturers, 
High Class English déwellery, : 


MACARONI, PASTE STARS, EGG NOODLE 


_” «WERMICELLL, © 
“AND ALL KINDS OF SOUP STUFFS, 


LL. onr. : Rooster"* Nateland.are raade toni Flour of tho, Best 
“Quality containing of Gluten.” Starch md Gluten ate: the. 
components of Flour. Gluten |s easier to digest end contains more: 
nutriment than Starch. Manufactured. under the mort. sanitary conditions. 
Large quantitios ba bon, to xarious Important citi in the World.: 
Terms: tmoderate, expecially ‘or Agencies. Ordera éxocuted promptly. 


‘THE. HING WAH PASTE MANUFACTURING CO., LTD. 
| Head Office: No. 67 and 48, Connaught Reid, Central, Hongkong} Tel. 1289: db 3290, 


Bead, Shangbal, Chins 5 Telephone 3886. 
tory: y bikes Hing’ Street, Osuseway y» Hongkong. “fi 
le. Address: WARY" 


HOTELS AND CAFES, 


THE HONGKONG E HOTEL 00., LID. 


Operating ~— 
THE RONGEONG HOTEL, sessareeegeTh leading - ‘Hotel in the Far East, 


THE REPULSE BAY HOTEL 
{opening in the Summer of 2819) 


THE HOYEL MANSIONS - 
Office premisaa) 


Tho col 
China. 
@ headquarters of the’ Canadian 
Pacific Ocean Services, and the leading 
Amorican business.concerns. : 


net. 


‘The Hotel Goltvans: having recently extended their" cold storage’ ‘plant’ 


! and instituted motor transportation, ary specialising in outside catering such ~ 


as banquets, dances,” pisnica:.eto , acd are prepared: to supply al necessary 
equipment, lscorations, furnishings, and mh usic..~ 


Quotations may be obtained. on application at tho Hotel “Vain Office or: 


il, representative will'call on, communicating with: 


4 


Telephone No. 483, Oatecing Department. ° 
Telephone No. 1072, Manager, * : : o 
ee - 4 ade H.. TAGGART, Munoz, — 


1,500. Feet above pith Level 
e8:.from.. banding Stage, 
‘Management: : 


-ORNTRAL - LOCATION | er 
_ Race ee Se gn 
au lot an 
ot. Ue of Boed and Leta er re de 
oe 378. Telegraphic Address a Vioronas 
Ee NCEE: Manager, 


~ PALACE HOTEL 


KOWLOON, 
7 (Two minutes fom Star Feery). . 
‘beetle renovated and refurnished, electrio~light’ and | fans th 
‘and ontiraly wmier now management Cuisine under the 
of the proprietor, Bar and Billiard Rooms, Terms moderate. ee 
families on application to 


Mi meee Ki dy rata 


af 
i 


ALC.” 


 thets - cooks made tea, which wag 
daly. tunded: round. After an hour 
Lor. two GiS. wuggol aden with 
leaves of bread arrived. These were: 
out up! iuto quartere, and a quirter 
was ‘given ‘to each Chink. When 
every man. had caten his shure they 
aX went off auieby to their’ wllotted 


une times schen we Were working 
) the: Chiesa the spirit of rivalry 
nuunifeted itself”. Onea wwe were 
J untouding a tracy of. vhoct, thick 


ithe yard. We eatried: ther: ‘n-on 
our shoulder, two ata time, Sud- 
denty’ one ot curemen appeaved | 
thre 
€ NO vgooda.” “The ‘chal- 
ws aatepted with alderity, for 
kk appewred- 


ene ** Chingexlas 


cea gain. 
ink with ix: pladks but tamed: 


“GELTON HOTEL. ° 


‘Gader Ameticain 
_ walk from tho Banks and | 


wocden ‘plunka und stheking then ir | se 


h.-four’ planks. 


atterwards:n! soldier:.cane along}: \: 


x yoven, ‘looking :very:hot and un- 


comferta ble: beneath euch "1" heavy |.: 
wt We adh shouted i derisively ; 


a loog pais, and we, ithoaght the 


‘But ddaniy ‘the | : 
Juugh 


coming seaside revorh of South | _ ; 


Hughes & Hough 


General Auctioneers: 
hare, ‘Coal and General 
Produce Brokers and 
Commission Agents. 

XR | - PROPRIETORS: 
\:Go-Hwa-Wan" Coal Storage. 


Codes ted 
Bentlay’s: 
2B. 6, éthsds Oth Editions. ° 
Al Telegraphic Code. 


Talsgrapaie pide Address) 
“yeyrzt0n.” HONGLONG, 


ADCTONESRS TO THE GOVIRN MENT. | 


WANT Lath 
| ADVERTISEMENTS 


$1. PREPAID, 
JEvery additional Swords 4 Centa.|: 


“FOR SALE AT THE PEAR. 
ROOMED: BUNGALOW in excel- 
5 lens. condition. with Teania Court 
and Garden, Area 25,000 aq, feat. Low 
price, apply to Linsteap & Davis. 


TO LET. 


io LET—No. 102 The Pesk, 6 
ROOMED HOUSE at tha Pesk.. 
Apply to Percy Smrra, Sxrm &. 


PUBLIC AUCTIONS- 


— es 


Ts " Undersigued have received! 


jnstroetions. to well by Public 
Aaction 
(For Account of the Concerned), 


om, 
TUESDAY, | 
September 3, 1919, at 280 ptm, 
at their Sales: Rooms, No.. 8, 
Des’ Vooux Rosd,, Comer of 
Tea. House: Street,— 
One 13 Bere Hamwmerless | 
‘English made’ GUN 
dn excellent condition with Case, 
Tux : —Cash. 
HUGHES & HOUGH, 
Auciiongers. 
“Hongkong, August 97, 1919. 


_ (Bor Account of the Concerned), 
* on: 


TUBSDAY, 
September: 2, 3919, at 2.30 pm, 
‘at their Males Rooms, No. 8, Des 
Veeux Road; Comer of 

: Ice: House: Street, 
“ ONE LARGE BRAZILIAN. 
PARROT WITH BRASS. 
> GAGE 
Terme :—Cash,, 
HUGHES & HOUGH, 
Auctioneers. 


Hongkong, August 27, 1819. 


a we 
(rok 20couNT OF THE. CONCERNED), 
By 
~ on 


TUESDAY, 
September 2, 1919, commencing 
at 350 p.m,, at: their Bales Rooms, 

No, 8, Des Vorux. Rosd, Corner of . 
Ico House Street, 


USEFUL HOUSEHOLD FURNI- 
TURE, GLASS, PLATED WARE,; 
&e., | &e. 

Aa follows i— 

Largo Chesterfield Bolsa, Arm-chalrs 
(new), Folding Card sod Occasional 
Tables, » One Upholstered  Buite, 
Teakwood Bedroom Furniture, com: 
prising Teakwood Twin " Bodateads, 
fargo and small Wardrobes, Dreesing 
Table,  Weshstands, dc, (fumed 
Teakwood), Sideboards, Dinner 
Waggons, Extension Dining Tables and 
Chairs, “&e., Dinner Berrices, Crockery, 


acd Glass Ware, Cooking Stoves, 
Quilery, dc. Bath Room Utensils, 
Blectro-Flated Ware, . 

Electric Reading; Lamps, Teakwood 
fereent, o quantity of Black wood 
Furniture, Black wood Fire Screens, &c., 
Bide Tables, Chairs, Cabinets, Pictures 

” Gc, Beveral Carpeta new and second: 
Bend. Also 
Two Pianos. Es 
(Fail Particulars from Catalogue). 
‘Terms: ~-Caah,, ’ 
. *' BUGHES & HOUGH, 
Avctioneers. : 


Hougkong, Avgust-27, 1919, 


' 


|, (rox AQOOUNT OF THE CONCERNED), 


¢ 


« CU H 8 3D A Y, 
Soptemaber 2, 1919, commencing at 2.90 


: pom, ab thelr Sales Rooms, No, 8, |. 


Drs Vaox Roan, Corner of. 
Too House Street, 
A Lance ASSORTMENT OF 
USEFUL HOUSEHOLD LINENS, 
DRAWN. WORK, & EMBROIDERIES, 
Comprising :—- 

. HOUBEHOLD LINBNS:—Single snd 
-Dooble Plain and Hanstitched Sheets, 
.. Pillow Onses, Double White Batin Quilts, 


Yénen Dumaak Servisttes; Glass Cloths,’ 


| .PLEMING. 


Pact of oGraund: Fler, 
Det Voeux Road: Central 


Apply to 
THE. HONGKONG LAND INVEST: 
MENT & AGENOY Oo, Io, 


Te, O pe: 


FOR SALE. 
Ab. their Sales’Rooms,, No. ¢, Des Vaux 
Boadi, Corner: of Ice House Street, | 
ONE: FINE TONE PIANO,” 
by The Orchestrelle Co.,, England, 
(Practically, New), 


Particulars. from the undemigned: 
Terms :—Cash, 


Avactionsers, 
Feagkong: August 21,, 1919, 


: « lt Brees Fever Tharmemeter ; 


‘toa Was on the Garovae 
wrour haath. 


ha : Ger Bat of monfecurs malades ; 


\ day fre Weranre, 
t. Ades ‘ 


__ {mestertas, NOY. 


mys Thermennatar 
ft deans Decne 


CaSER 
RAND PRIZES, 
a ae ent 


Bath Towels, Face. Towels, &c, do. ~ 2‘ 


HUGHES & HOUGH, 


Moat uptodate and. Cheapest. ‘Bause ie 
Address: DES. V&UX. ROAD: ax cCONNAUGEY ROAD, CENTRAL. 
: _ Telephone: Nos, "198, d& 199) 


ne en tem 
LA FAVORITE. 
9 BEA CONAEIEED ARCADE. 


LADIES’ DRESSES, 
oo EVENING DEESSES, 
*. “ APTERNOON GOWNS, 
GOLF KITS & DRESSES 
Por all Occasions, _. 
arial 


‘ a ak 
Parisian Cutting: ig, our Speciality. Parisian Styles. 


ESS 
— 
NEW YORK’ Ss 


LEADING HOTELS 


JOHN MSE HowMAN Presinnt 


$400 te day 
bee we lousce 
keeping apart 
ments of any size. 


| These Cigarettes are made of selected Mild 
‘ leaf tobacco and quite. harmless to those. 


who are accustomed to inhale. 


“NANYANG. BROTHERS TOBAGO 60. 


165, Des Voeux Road, 


APANESE 
CUBIGS' ; 


fl mance 8. 


INTIMATLONS: 


ttre: CHINA LIGHT AND POWER! 


COMPANY (1918) LIMITED, 


“+ NOTICE OF CALL. 


N VOTICE IS HEREBY GIVEN that | 
a call of $3 per share has been. |: 


onde on sll members, holdirg shares. 


upon. whic only 81 has been paid, and’ 
that: such call will be payable on the. 


|} 30th day of September, 1919, to tho, 
j Hongkong & Shangbat Banking Cor | } 


} poration at - Hongkong. 4 
SHEWAN, TOMES &CO., 


General Managers. 


Co, (918) Lan 
‘ Hongkong, Tuly 10, 1919; 


; DOLLAR ACADEMY, BCOTLAND. | 


Fovxpen in Lark, = 


(formerly Exglinton Fellow, Glasgow 


‘} University), Headmaster, : which 


; | OPENS on. Ist September; 
at a moderate cost A. complete 


: |BOROOL EDUCATION inall Dae 7 


| ments: from 10 years of age. spwarde. 


[Titustrated Prospectuses may be had ‘o: 
| f application to 


the HE’ D: MASTER, 


or to THOS. 


» | Secretary. 


KONG CLUB. 


~ NOTICE. 


HONG 


| AS EXTRAORDINARY GENERAL 
MEETING of the Membera of the ff 


) Hongkong Club, will be holdin the 
'GLUB HOUSE, on MONDAY, the Sth 
| September, 1919, at 5.30 pm. 


By Order, 
E. DES, VeEUX,” 
_ Secretary: 


“Bongkong, ‘Aggust 2 27), 1919, 


NOTICE. | 


I TATYO & CO. 


LL PERSONS with tha exception 
A! of those of Chinese races desirin, 7 
leave the Colon for places. other 
Cantox, iver or Macao should 


appl, io me Ot Permiasion to to. fo. . 
dies bobween between the ea of ce po 


; bo PLES oo eget ae . 
ppliants will be nirea to produce 
peeeetta or Mentibice lon ps] 


persons, with certain ae ringer 


‘ day the: Colony for more than |. 
(| Lage are requires oT RATION 


EEEBoNS OUDINANCE | 1916, Forms: 
required may be obtained wd 
wt all Police Stations. 


E D; 0, “ WOLEE, 


Captain Superintendent of Police. f 


WAPANESE) ‘5 
BOOTS AND SHOES © : 
WADE TO ORDER. 
__ No 8a, Wyndham sh 


MUMEYA. 


a Photographers. 


|) All kinds of Photographic Work done | 
in latest styles also. tt Ph tos. 


Developing and snd_ Printing for 
Amateure & ‘Speciality. 


No, 8a, Queen's Rood Central. 
Tel. 284. 


Dry . 
Renowned for Faithful | 


Golumptinsare 
energy flows hot—' 
alatl for the Eagle ¢ Trad tina rua 


one sab dr ‘Sales te othe aBimportast 


Cal Rodarte EC 
ae eel 


Tue Cina Lior & Powne- | | 


§. DOUGAL, M.A.| 


JNOUNG, PULS. 


{ Bustysssi—As posted: in the Balt! - 
: }of the Club oo" a 


@.P.0. || 


A Large Number of _ 
New and Comfortable Cars 
Always in Readiness. 


‘Phone 
977 & 2589]: 


‘MERCURY 
GARAGE ‘CO, 


| 82-61 Des Vorux Road! Central. Pe 


fn Casks of 375. 1bs.. net. 
L Tn. Bags. af 950: Ibe. net. 


| SHEWAN, TOMES & CO. 


GENERAL MANAGERS 


UNIVERSAL IMPORT & EXPORT ¢ CO.-. 


GENERAL COMMISSION SENTS: 


aa ~~P. 0. Box aa. 

LEGRAPHIC ADDRESS — 

“UNIMBENCOY - Homoxoxe” “MONTBEAU-Pania, France.” 
Copzs vard:—4, B.C. Stn Eprriox, A. Z. Frexca Evrtios. 


Hotel Mansions, Top Floor, Hongkong: 


ff ¥ #8 


DON'T FORGET !!! 


_ The Republic ‘Motor Boats for your picnics and outings, « : . 
“TLEPIONE 307 OR. 1257, Cae 


Write or Call, ie 
MOK LIN, Managing Director. 


JARDINE, MATHESON & Co, Ln, | 


“ENGINEERS and’ ‘LAUNOR BUILDERS. - 
MARINE. MOTORS OF ALL” ‘POWERS . 
mee STOCK: : . 


; Works: :-~-Pooruya, SHANGHAL , : 
Sole Agencies :-—Sranuine & Eviskupe _Morors.. 
Maxers “EWO" Morons. 
Associated (an Machine a “Sarco” Steam mn Te Temperature 
ABO, Boller Zname : Linotype Toe & Machinery, td...” 
Rexine Ltd, eather th). aa 0 Ltd. 
Saas es Qo, Ltd, ee Baw ini a Wise Re 5 


JUST RECEIVED 


FRESE STOORS OF 
WATSON'S . 


CARBOLIC SOAPS 


& 20%. 


10 ©: 


« ALSO 
'WATSON'S. 


DOG 


SOAP. - 


A. s, WATSON: & CO., LTD., 


HONGKONG. DISPENSARY, 


Ut 


TEL. 46. 


SPECIAL FIRST _gHOW 


AUTUMN GOODS. - 
“SMART & SEMI TRIMMED 
HATS. 


“ae Se 


A SPLE. ee 


JAEGER WoL. ‘GOLFERS. 


“os 


INSPEOTION INviren, 


BIRTHS. . 


Ae 
of fi 
a 


DOWBIGGTN, On Sy tember 
ub 168 The Prat, the wife 
FL Be ob. awbingin, vot 
danghte : 


“ SHBARSTONE. Un Augint 25, 28 


MARRIAGE.. 
BUTSON — STANTON-COORK, 
wt Shanchiai, 
Jutsen, ty he . 
daughter df oN, a triton ‘ob, 
‘Esq., of Rydnes. 


: On 


The ‘hina nil 


“ROTM, SUATICE, PUBLIC: Senvick.’* 
“ borsroxG, Moxpay, Serr. 1, 1019 
ra s 


HONGKONG AND DIVORCE. 


Jt is not uncommon here to pass. |: 


‘an Ordinance in accordance with | 


‘an Act passed at Home. Very well. 

“That's, one reason why we should 
’ Save a Divorce Ordinance of our 

orn, It is, at least, a good reason 
‘ why none should oppose. We can 
mary here. We should be able to 
*aamarry. 

The real reason, which. daiane to 
.Oenonstrate to -your satisfaction in 
this article, is that we need it, The 
istite of our morals, 'the history’ of 
‘our conduct, calls aloud for divorce 

cilities. 

“Why -should the unhappy people 
vaho are brouzht to this pass be gub- 
Sject to the delay and the expense of 

applying. to, London for this reliet? 

Singapore has its own divorce 
Aout. Immoral as the. Singapore 

le are, they ‘are not’ more 
immoral than we are, Theyare not 
{more numerous, They are not, con- 
found. them, any more important 
a tases they enjoy. 


rf my wife,” he said, 


BELECTION 


| There used to ke a tale long ago, 
lin: the old days, before the Clock 
| Tower strayed away from Pedder 
Street, and when everybody knew 
| everybody else's business—sume. of 
| the old hands will remember it—of a 
| husband whose wife was flagrantly 


| flaunting her lovers in his face so to | 


no: fighter ac all; but one day he|: 
| who: was sitting with his wife in the 
| public room of the hotel, and asked 
him if he knew that the lady he.was. 
with was a married! woman. |‘ She’s 
nd I object to 
it.” 


The brute laughed. your wife 
prefers my company to yours,” he 
tsad, “I don’t see what I can do in 
‘the matter. Run away and play.” 


If the meek man had appealed to 


heen glid to have handled the situa- 

tien for him, because we don’t like 
ithese poachers,.these poodles, who 
;are too mean to Provide for them- 
| selves. 

How gleeful we all ised .to be 
I when some husband who was a man 
took the law'into his ownhands. Do 
| you'remember? Wecan recall many 
| cases, 

There are parties now who would 
apply to a local Caurt for relief who 
}cannot see their way to send their 
‘eases Home, These deserve con- 
sideration, For their sakes in parti- 
cular, and in the interests of morality 
— which local facilities for divorce 
would undoubtedly serve—we call 
‘upon the Government, by request, to 
give us an Ordinance as soon as. 
one can be drafted and submitted. 

What are the objections to it? 
Not, we hope, that the state” ‘GE local 
Society, is such. that its leaders fear 
such an Ordinance. would lead to 
‘immediate and unpleasant scandals? 
Then why .has‘it not been done 
before? Why should Hongkong have 


legal ‘machinery? Why should ,we 
Tag behind Singapore?.. .. 

The legal fraternity, we,feel sure, 
| will have no objection, The’ clargy, 
when they’ see our point that local 
facilities for divorce would discour- 
Page a, ton » common 


| }-08 the most satisfactory’ places.in.the 
; extensive knowledge uf the Empire:| 
ilis: the basis. of this clam. A com- 


|| parative, retrospective survey, ad- 
iimittedly made after an excellent | 


li clusion that im all the. things that | 
‘+ count towards comfort and hap |. 
li piness we are better off here than 


iL places. can, invariably be offset by |: 


l| fair’ as: any offered elsewhere. 


Fi man, there is almost no limit to. our 
an opportunities. 


: thave most of thé resources of a! 
| }satiety and boredom that sometimes. | 


‘come: in cities. .of pleasure. 
|| society, he or She: would: be indeed | 


- | f asserted, 
lean enjoy the chief advantages of | 
|| foreign. travel, by investigating: for 


‘cosmopolitan population. 
‘taxation, quite a lot of us don’t know |: 
|i what.it is. It doesn’t touch: us, and’ 


‘ithe former taking up far more space 
“It does not: matter |}: 
| what the stranger may think, so long’ |' 


| unfaithful, and who laughed at him, |, - 
speak. Hewas a small, meek man, |’ 


went up to a’ natorious Don Juan |} 


jany of us, lots of us would have, 


“gone so long without: thiy necegsary,|.. 


form of 


HONGKONG LIFE, 


Really, truly, though the: regular |; 


grumbling might make a atranger 
suppose atherwise, Hongkong is. one 


/Empire. to: dwell. in. An unusually | 


Hunch, and with a good brand of | 


| tobacco, sugrests the startling’ con 


lanywhere else. Advantages , that | 
may: be cited! tothe credit of other | 


drawhacks that do not trouble us. 
Our climate is-delightful, providing'a 
‘variety: of temperatures. that spell | 
health.’ Our seenery ‘speaks. for it- 
self, and needs: no advertisement. | 
Our government. is: 2 good: one, for 
the: best of alll pessiblereacons, that if 
we do not deliberately meddle: with | 


Hi cans do, it lets us. alone. Except for || 
||, incidents due to: the war, lots. of men'| 
| could have: lived! here for years andi |i 
' hardly noticed it, which is the highest |i 


‘any Government. 
| good’, and: 
well financially are as numerous andi 
Ini 
the matter: of recreation, a grea: |' 
| factor in the happinesa.of an: English 


Business: is}. 


Golf in tteat sure 


roundings, yachting in conditions 


; | almost urequalled' anywhere, field |: 


| Sports within reasonable reach—we 


icentre of civilization without the 


As for’ | 


' unique who could not find! somebody 
congenial. The level of culture is |: 
‘nothing like so low as. has: -been | 
the ‘steadily increasing 
tcirculation of the China Mail being | 
jevidence to the contrary. We area 
| University town, and we are: living 
tup to it, Without leaving it wey 


| ourselves the manners and! customs 
: of the more interesting types of our 


pour’ taipans look ‘so jolly that we are 
obliged: to suppose it doesn’t hurt 


device of putting in parallel columas 
|the advantages and drawbacks of 
| life in Hongkong,’ the Tesident finds 


ithan the latter, 


Vas the resident be content, and if thé | 
stranger should misunderstand our 
little ways sometimes; why, that’s 
a joke on the stranger. Every pros 
spect pleases here, and man is never | 
so. vile as our professional censors | 
I seern sometimes to declare him. 


THE ANTIS.' .. 

oe 
'  Teetotal fanatics, impressed by the 
fact, of America going dry, aze 
importing American propagandists 
to conduct a campaign at Home with 
a ‘similar object. The busybodies 
-jumped-at-the-chance,-an‘-are vaking- 
iton, We do hope that lo ore will 
s-er—insult_ them.” The Women’s 
Christian ‘Temperance Union of 
Americata charming, bunch they 
are, we atsure you, and would’ make 
good wives, some of them—now,want 
a campaign against smoking: Against 
tobacco, They have a right to try, 
and we have a right to say 
what we think of them for trying. 
At present we refrain from exercising 
our right. 


“ATREUS” FUND. 
n : 


The following is’ the disposition of 
‘the fund recently collected for the. 
| men, going Home, on the steamer 

" Atreus.” 

‘The response to the appeal was so 
generous that it was thought wise to 
put by a portion of the money for 
the next draft to go. It is hoped 
‘| that the donors will approve of the 
allocation. : 

Gramaphones and Records...$ 80.00 
Cigarettes .. 

| Tobacco... : 

Left in Hongkong Bank -. 


e. 


Hexercise: qf our British privilege of || 716d 


for Shanghai and Tsingtao. 


|| it. as journalists and amateur’ politi- : 


i,compliment that can be paid to} 


the chances: of doing | 


As for} 


ithem, Adopting Robinson Cruse's'| 


LOCIL. AND GENERAL. 
‘To-day’ dollar is, worth 3s. ahh 


Lieut.Col. H. de L. iahers,a for- 
mer Commander of the Hongkong | 


ithe CMG. int 

To-day's return of coramunicable 
| disease shows 4S cases of gastro- |i 
enteritis, 24-of them fatal. There | 
was also dne case of plague. 
Mr, PP. Wodehouse is leaving 
, per the ss. “China on the llth inst 
He | 
| goes. on short leave, and expects: to 
return on Oct. 22, 
| A Chinese was yesterday morn: 
ing. escorted to the Central Police | 
| Station’ by an Indian policeman in a 
' pitifullstate, He hada broken head, 
|and: blood was coursing down his 
| face. ie : 


; Mining administration’s mines. for 
the week ending 16th August, |: 
;amounted to 73,477: tons and: the 
isales. during the Calas to: 70,738 
; Cons., 


j The habit. of dumping dead’ 
; bodies has not yet. ceased. » Yester: 
} day morning there: was found lying 
'in the: middle of Gutzlaff street the 
body of a newly born baby, The 
body was bound with paper, but the 
face was exposed, 


The USS. “Brooklyn,” with 
' Admiral Rodgers--a brother of the 
| manager of tho Russo-Asiatic Bank— 
omboard arrived in harbour yesterday 
'morning. Yesterday being Sunday 
she did not fire the salute. She 
made: up for it at 8 o'clock this 
; morning. F 


| Yesterday, being the birthday 
of Her Majesty the Queen of Halland, 
all the Dutch ships: in the harbour 
were dressed: The Dutch Consul 
wilt be “At Hame” from 11 a.m, to: 
/noon. ta-day (Monday) at the’ Con- 


Yesterday morning, a Chinese 
youth in an unconscious state and 
| almost nude, was carried by two men 
| down Cochrane Street and placed in 
a riesha.. The’ coolie refused to take | 
him. So did the next one who was 
Ntried.’ The Police intervened, and 
the sick boy at last. went off to the 
hospital. 


A marriage has been arranged, 
Pand will shortly take place, probably 
in Catcuttaf 
Cantlie, LCS, of Kohima, Naga 
' Hills, Assam, eldest son of Sir James. 
and" Lady Cantlie, Harley Street, 
' London, and; May Gordon, eldest 
: daughter of'Mr. and Mrs. James 
|. Walker, Aberdeen. 


Five Chinese, two. men and three 
woinen, have been arrested by the 
‘local Police on a charge of kidnap- 
| ping two children froma village in 
|the’New Territory. The quintet are 
| also wanted by the Canton authorities 
|for offences committed in Southern 
China. After they have been dealt | 
with” bythe local” courts”. the 
| alleged ‘kidnappers will probably be 
| deported. i! ; 


Captain R. A. Williams, M.C., 
RE, of the Shanghai Municipal 
Electricity Department, was married 
on June ,17 at St. Mary - Abbots, 
Kensington, to Miss Winifred Baker 
Brown, daughter of Brigadier General 
land Mrs. Baker Brown,’ Brigadier, | ¢, 
, General fakertBrown was Colonel of 
the Royal Engineers. in Hongkong 
when war broke’out. He went home |: 
in January 1915. ae 


we 


The Dutch Consul-Genera, “Mr. 
G.'S. D. Hamel, was “‘athome” at 
the consulate offices, yesterday, be- 
tween llam.and12 noonin honour 
ofthe birihday of Her Majesty the 
Queen of Holland, which -was on 
Sunday. The Dutch community. of 
Hongkong, their. friends, and the 
consuls of the various - countries 
attended to offer, their. felicitations. 
Champagre and’ other: refreshments, 
both liquid.and. solid; were served ad 
4b. On Sunday ‘the Flag of Holland 
flew over the Dutch ships in, harbour 
and the residences and offizes of the 
f Dutch community...” . ee 


, 
— 


* tie aa Asia Barking Cannon 


INTERESTING WEDDING 
7 


‘Captain R AS -Williama, M.GRE., 
of the Shanghai Municipal Electrici:y 


‘|at..35 Broadway, New York, haa | 


issued for general distribution’ a 
bela ‘containing the complete 
draft’ of China’s Revised Tariff.’ In 
Addition to a’ tabulated classification 
of ‘duty rates on’ all articles, the 


booklet gives - the: rules governing | - 


Singapore R.G.A., hag been awarded | 


The total output, ‘of the Kailan | 


/sntave to all the members of the | 
| Dutch community and their ~friends. | 


‘between Capt. Keith }: 


vg 


CRIMINAL § SESSIONS. 


~“[REFORE Hig HONOUR THE 
Cuarer: JUSTICN.) 


— 


} ‘RETURNED B BANISHEE. 
The August Criminal Sessions 
which were postponed from August | 
F4S8 were opened in the Supreme | 
| Court this. morning. 
The first case to be heard before | 
the Chief’ Justice (Sir William Rees- | 
| Davies, K.C.) was that in whieh a} 
| Chinese named Li Pak Sau-who was 
banished on May 26 last for a period 
| of 10 yeats, was charged with unlaw- 
fully. returning from: banishment on | 
! Avgust 6. 
! The prisoner pleaded: guilty. 
Replying to his Lordshin. the Attor- | 
| ney-General (the Hor. Mr. H. E. Pol | 
itock, K.C.) said the prisoner had a} 
very bad'-record.. He was banished! | 
from the Colony six times and: hadi} 
' returned each time before the period! | 
|for~which he was banished had! ex- 
pired.. 
He was, banished! for the first time} 


‘years but retumned in. 1907. He was 
| again sent away for 5. years but |i 
‘returned in 1908. ‘He was.sent to. 
prison. for 5: years and then again.| 
banished: for 5. years in 1913. He'l 
again made his. appearance in 1916} 
and! was. sent away in. March of that 
year fora period of 10: years. ‘Het 
again returned in May 1916: and 
was. sent to prison for 3 years and 
then sent away for another period of 
10 years. in May of this yearbut he 
as. undawnted and once more re 
Turned to the Colony on Aug.6 last. 
The prisoner said he returned on | 


had’ died! in. Kowloon anda clansmfan 
called him. back to look after the |) 
accounts. . 

His Lordship: 1 see from your) 
lrecord that I myself sentenced you | 
to’ three years on October 26, 1916. 
Your were banished on, May 26 this 
year and: returned. It’ is hard to 
know what-to do with you. You| 
will be imprisoned for 5 years with 
thard labour. ° . 


MURDER IN, THE NEW 
1, TERRITORIES. 


Chung Kan was. indicted for the 
murder.of his elder brother, Chung |! 
Kan Yang, at Cheung, Po, 3 village} 
.in the: New Territories, on’ January |: 
'14 1919. 

The Acting Attorney General (the | 
| Hon, Mr. H. E. Pollock, K.C.) pro- 
'secuted and Mr. R. E.. Belilios defend: | 
|ed the prisoner. 

The following jury was empanelled: 
|——~Mesars.. C, Hatt, A. W. Roza,. a 
'Steer, J... Castro, C. W. Olsen, E 
1M. H. Cairo and F..H. Y. A. Lafleitr, 

Mr. Pollock said that the prisoner } 
and: the deceased. lived together in | 
a village in the New Territories. | 
‘One day they had a quarrel . in}: 
‘regard to a door-way ‘in the house, | 
about three days ‘before the murder | 
there was a fight between them, in 
whichthe deceased came off the worse, | 
with a black eye, On the,afternoon of |! 
January 14, deceased went out of his} 
house, carrying some butkets to draw 


|About an hour later his wife being} 
, anxious, went out with some friends. 
to look for her husband. - They found 
him on the roadside: dead, his. body 
having a number of severe injuries. 
That same evening the prisoner 
'yanished “from the village with his |: 
wife and daughter, .and was not 
‘heard of till. July 15, ‘when the 
Police arrested him in Ldn Tao. 
The Police were informed of the 
murder and had the. body removed 
to: the ‘mortuary, Searching the 
prisoner’s house, a Police Sergeant 
fuund “a chopper, the handle of 
which was, damp. The chopper: 
showed no traces of blood and it 
seemed to have been washed free of 
the blood stains. An oi woman of 
the viilage would give. evidence 


ishe saw the prisoner sharpening that 
particular chopper on a whet-stone. |: 
|After the. prisoner was arrested, he 
|was, in the course of routine, taken 
to the Central Police Station. When 
charged with the offence, the prisoner 
said ‘' 16] did nét kill him, he would 
have killed me.” Therefore, said Mr. 


| some Servants. 


[a back door. 


in February 1906. for period of 5). 


the last. occasion because his parents |, 


"| way. 


some water from a well or pool clace | 
| by. ' The deceased never came back. | 


that on the afternoon of the murder |’ 
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- A-CANTON SWINDLE. 


When a Chinese gentleman is. a | 


| good! man he is. very good. When he 


is a criminal he is. horrid. One pre. 
sentable gentleman hired.a hause and 
Then he asked a 


| money changer to take $5,000 worth 


of Hongkong noted. to: his house, and! 
get Canton notes in. exchange. The 
man went, and’ handed the money to 
the rogue, who went through: a. door’ 
into an inner room to get the} 
Canton. notes.” The inner room‘had 
The servants were 
arrested, but "apparently they also 
were dupes. 


== 


Canton is. to have this week a 
(daily paper for women, edited and} 
conducted! entirely by women. 


Some of the Cantonese: Members | 
fof Parliament had a meeting on|: 
August. 30: at which they declaimed | 
, against. the Tramway Concession. 


The Committee of the Tung 
| Wah Hospital have decided to. dis- 
lcontinue the congee: stations in the 
| various: districts: af the Colony, where 


faver two months and to: institute | 
la sale of cheaprice. The Committee 
thas: received: 10,000 piculs..of rice} 
from Canton and will setl at a cost 
of $1 for 15-cattjes. 


' 


The prisofer who was undefended 

' pleaded “not guilty.’" 
i The following were empanelled on 
the Jury :—Messrs.. D. P.. J. Lopes, 
ly, Harley, F. P. Shroff, P.. A. Cor- 
'deiro, J. D. Carriere, E. Guimaraes 
rand A. @Eca. | 
| After Mr. 
| Solicitor, 
' briefly, Miss Connell! went into: the 
witness box.and.in reply to Counsel 
said she was 15 years. of age and 
-lived with ‘her mother at No. 2, 
| Lyttleton Road. On July 30 
,tast, she left the house at about. 10 
la.m, to.come into town to do some 
‘i Shonen. On her way down, as she 
i was. walking along Lyttleton Road 
‘towards Bonham Road, she saw two 
| Chinese, the accused was one of 
[them, sitting on a bench. She passed 
them and came to town. After 
‘doing her shopping, she returned 
‘hote. As she gat into Lyttleton 
!Road she noticed the same two men 
‘still sitting on the bench. As she 
approached them, they got up and 
walked about six yards in front 
o£ her. After going some discance 
they stopped. Witness went on her 
After"she had passed them 
}and was about 3 yards in front, the 
| Ptisoner ran-up to her and took hold |' 
lof her bag which was hanging from 
her right-arm by a piece of white 
reord. She refused to part with. the 
‘bag and a struggle followed in the] 
course of which he put his band on} 
her chest and pushed her down. He 
then gave a hard tug and the 
lcord broke and he ran away 
with the bag leaving the ‘cord 
(produced) on Her arm. 

Continuing the’ witness said. she 
/screamed when the prisoner. caught 
hold of her bag. After ‘the prisoner 
had vanished and witness had picked 
herself up from the ground, astudent 
from the University who had wbeen 
attracted by her cries. came ‘on the 
scene and escorted her home. The 
witness and‘ her mother went to 
report the.affair to che police the 
same, day and two days later’ she 
attended the identification parade at 
the Central Station and there picked 
out the prisoner from a row of men. 
She was sure he was. her assailant,. 
there was not the slightest doubt. in 
her mind about it, 

Four ‘witnesses were heard for the 
prosecution, 

Thu prisoner said he had. no 
statement to make. 

His Lordship sentenced prisoner 
to 18. month’ hard labour and 6 
strokes with the “" ‘eat! ‘ 


Wakeman, Crown 


‘A BIG HAUL OF JEWELLERY; 


Tsui Tsun Tok alias Tsoi Tsun and 
Leung Leung alias’Leung Kati were 


Pollock, the jury would ree that the 
prisoner raiged tne plea of sell-defence. 
In regard to that plea, the prosecu- 
tion could not accept ‘it’ becaiis: 
of the nature of the wounds which 
the ‘prisoner had . inflicted on’: the 
deceased. . Dr ‘Smalley would give| 
evidence that eight or ‘nine blows 
had been inflicted-with some instru- 


ment like the chopper in question on 

tthe skal’ of the deceased. The 

internal organs showed no signs of 

disease. The prosecution . was 

justified in saying that: the prisoner 

had committed a bratal siurder.. 
*, The hearing is proceeding, 


indicted for brealring, into the resi- 
dence of Mr. E. Abraham, at Kowloon, 
on June 28, and stealing,the following 
articles :—1 pair diamond, earrings, 
\1 diamond finger-ring, 1 £1 diamond 
finger-ring, 1 jade necklace and perid- 
ant, 1 gold chain and locket ae 
diamonds, 1 pair pearl earrings, 3 

pearl brooches, 3 ‘jade. brooches, .1 

ruby, and pearl necklacé,.1 gold 
chain and locket, “1. pair jade 
sleevelinks, 2:°- gold. bangles, 
1 giver hand:bag, 2 diamond atuds, 
2’ pearl wearf-pins,'1: gold flower 
holder, 2 gold: studs, 1 gold chain: 


| and locket. with. pearls, 1 ruby and 
|| diamond finger-ring, 1 gold arid jade 


| the starving, poor have: been fed for |. 


had outlined «the » case} 


1910 
KOWLOON CRICKET CLUB. 


S— Po 
| DISTRIBUTION OF SPORTS; PRIZES. . 


et 


The members of the Kawloa 
pCricket Club and their lady friends” 
|Spent a pleasant afternoon on Satur- 
day, when the prizes won in the 
{different departments of sport were 
distributed. 

The Bowls Match—Married vy, 
| Single—played during the afternoon 
{two rinks) ended in a win for the 
bachelors. by 47 heads to. 33. The 
teams were :— 
~ Singles: Overy, Neilsom- Oswald ,, 
}and Gerrard (skip), 25. * 

"Married; Blackburn, White, Ox- 
berry and Pile (skp), 11. Sia 

Singles: MeIntoch> arinely Cole- 
man and Jack (sktp),. 19. 

Married: Robinson, “Eon, Rich 
mand andi Bond (skip), 22. 


| At the conclusion, Mr. R. E. Lind. 


sell, the Vice President in. distributing 
the: prizes: said-that the list showed 
i themanifold activities of the Club. 

The «prize winners were 
follows. 


as 


CRICKET. : 

~-Batting ~Prize" 1927-18," Won by 
K.M. Macaskill. 

Batting:-Presented by Mr. D. 
Neilson ;: won by K. R. Macaskill.. 

Batting.—Presented by Mr.C.. H. 
Hardy ; won by J. P. Robinson. : 

Batting.—Presented by Mr. WB. 
Hind; won by C.1. Stapleton, 

Bowling.—Presented by Mr. R. EB 
Lindsell ; won by R. Pestonji. 

Bowling.—Presentedi by Mr. J. Or- 
miston;. won by C. P. James. 

TENNIS, 1918. TOURNAMENT. 


Club; won by Mr. and Mrs. K. R. 


by Mr, J.. Stalker and: Mrs. Blackburn.. 

“B’ Class Handicap Singles.—1, 
presented! by Club; won by Fu E. 
Wheeler. .. 2, pttesented: by’Club; won 
by A. Ww. E. Davidson. P 


GOLF... 

Morrison Cup.—Presented by Mr. 
4. Morrison; won by M. McIver. | 
Second’ prize, presented by Club; © 
won by J. Parkes, 

Hind Cup.—Presented by Mr. W. 
B. ‘Hind; won by G. W. Avenell. 
Second prize, presented ‘by Club; 
won by J. H. Mead. 

Winifred Cup.-Presented hy Mr. 
W.. J, Edwards; won by J. Jack. 
Second’ prize, presented by Club; 
won by G. W. Avenell..’ 

The winners of the Bowls. match 
received silver spoons, 


MANCHESTER WEEKLY. 
- MARKET REPORT: | 


Prices of the raw material fell 
away somewhat -at the opening of 
the week owing chiefly to bearish | 
weather reports and an improved 
eatimate of the condition of the 

growing crop, At the lowest, rates 
were nearly 100 points easier but this 
has been quickly regained as a result 
ofa break inthe weather and con+ 
tinued heavy rains over'a larged area, . 
of the cotton belt. Yarn remains firm 


last. week, Even while Cotton 
was cheaper it was’ only in excep- 
tional cases Spinners could be found 
) to make any concession. In the cloth 
section:the ruling note is the large 
amount. of business in hand and ther 
continued liberal enquiry, which has - 
resulted in a good deal.of strength on 
{the part of producers. With bookings 
so far ahead in most cases there is a 


led and the uncertainty of stable work- 
ing costs when long. engagements are 
undertaken has also had effect in. rais- 
ing prices. That. makers should be 
chary of this risk after recent. unfor-, 
tumate experiences_is hardly to be 
wondered at, and. the 6). per ton’ 
increase in’ the cost.of coal shaws 
that there is sume justification for 
such fears, .To cover these possibi- 
lities, rates generous. enough to leave 
little danger are the rule for long 
commitments. These higher prices 
aré indeed a noticeable feature and 
in addition there is an increasing . 
reluctance on the part of manufac- 
turers to add,to their engagements, 
For buyers too, the position may 
hold some danger with prices soaring. 
upwards as-they have been doing, ex. 
pecially if the need of goods is no! 
immediate, in fact. it would seer that, 
such actual requirements ‘are: the 


present. Whilst--business for China 
has fallen. off to’ somé extent, Indiz, 


buy freely: Singapore has bought~ 
fancies, .and. the’ 
Continental “demand. 
tent... Un the 19th irst. our market _ 
swas closed for the Peace Celebrations : 
and with these over it is to be hoped. 
that what. difficulties stil] remain in 
the-way of trade will now be speedily ' 


Mixed Doubles—l, presented by 
Macaskill. 2,presentedi by Club; won ~~ 


0 


Messrs. Jamea F, Hutton & Com. 
Ltd » Manchester, report on July 23: 


\ 


quotations being again.advanced op - . * 


a 


tendency to demand very much higher .. . 
rates. Margins have certainly increas '. 


oo 


only safe onés ta be entered into at. ‘ ; 


Egypt. and the Levant continne tor 


Home Trade and... 


Department, was. married on. June, | the administration of the tariff and 
17 at St Mary Abbots, Kensington, | 87.explanatlon of the niethods to be 
‘to -Miss. Winifred Baker. Brown, used in settling questions regarding |. 
‘| daughter of Brigadier, General and| Procedute.. The Revision, .28 ‘sub- 
Mrs, Baker Brown. The reception mitted .to the Ministers of. foreign | | 
was- held, at” Bailey’s Hotel,- South | Zoverntments ‘in: Peking, ‘givéy: the 
Kensington, at which intimate Shang- plows articleacomplete exemption 
hai. friends’ of: ai Willams from, . Chinese impart duty: »Foredga |, 
Mita —— Bri : ler General | and. 
er’ Brown., wag onal” of. the ; 
Royal Engineérs In’ Hongkong” “when |,coin ; printe books; charts; mapa; | 
broke ‘out:-and: went’ home. in | Periodicals, Rewspapers, -: The 
January, 1915: "Miss Baker: Brown, | uportation’ of -atmunition, 
as she’ then. was. sccompanied. her | Munitions, of“. war. is: ‘prohibit 
fath was an ardent war worker | xcept. atthe --requi itlom::- of. 
home joining the W. overnment.. 
when they were formed “and sin exporters engaged, 


Ching ‘il find "this 


immorality, and by so much purify 
our social life, will not object. The |. 
Publ ¢ will approve. 


brooch, 1 pair gold cufflinks, gold removed. One welcome step in this” | 

allver- case, 3 ailyer cigarette cases, directiqn -‘is ,the.-permiasion to ‘use « - 
"| 1 gold watch and chain with trinkets, Private, Codes from the 30th of this 
:|1 box‘af gold trinkets, 1 box of jade month. _ 

wakes radium alarm watch, 4 gold | . - 

scarf-pins,1 pearl necklace, 1- pearl. 
finger‘ring: ,and.one. ruby- pendant 
of the'total value of $3,175, 
Bo! 


| (BEroRe HIS HONOUR THE 


‘one tled toa tad wie who . is 
dmgging ‘his name in the mire.’ He 
d4sentitled to administer,“ reasonable |’ 
hastisement,” butshe would probably 
ave him up for assault. A separa- 
tion order is les¢ than ‘no use to him. 
‘He would have to contribute to her 
ygupport~—even « though she might be 
ating:.the whore--and: she would 


~ tours BOTHA 1260-19154, ite 


The’ ‘Tate Piemier ‘of South Africa 
was a“ big’) man, in body, in mind, 
we au eae : The Empire-wide 
ear hid name... orus’ Of appreciation ‘rings | less 
ee thers “are aicty“Adpa {hollow than tributes to:dead states: 

take advantage of the fact | ae et tie faaiichens 
d I di law. rican, ener, 
ave no focal divorce la [He. eet ‘similar’! abilities sin’ 


, containing'a powder: puff,” 
hlef and: a. shoe pork 
‘was; 
the ese i 


Long E ~ 
|. "The abave'case.clos mi eng Eas Bilt ing Westward. 

in | scsstotis; and Mr Justice. Melboutne 

ishes it notified that’ the’ attendance 


the lucy 
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“TO-DAY'S. CAB LES. 


— 


, (Continued from Page 1.) 
: .GERMANY PAYS: FINE, TO FRANCE. 


2 Breacie soldier att 
was quid at Berka, 
vover the racy to the if 
1 


COPENITAGE 
uo Budape 
SVT Pee 
are net i 

Fler Noshe thom che ATS 
ine veces 
tien of the Geman y MOE beings | 
Undertaken anti springtina, iy view | 

of possibly disturbances ty whuter 


U.S. AND CANADA CO-OPBRATE. 
AGAINST HIGH PRICES. 

—_ . 

Oris, Ang 80, 

The Canadian and United State 

‘boards of commerce are coopermting | 

Ea mn it 

the whele of N 


TENNIS. 


New Tork. Any 
Tu the Cuited > “ 
charupivnebips Thiiston defeated. the 
‘Australian Pattersene 6 a6, the 
i Nouns Bs sefeatert 


Garland 18, 270, 8 4, 


RAGING. 
Taspoy,, Aug ao. 
Partlet is sevutehed tor the St. 
Leger. 


LITHUANIA. « 


team: Tathuanian ROUrC: 
pledge Germany } 
Githuanise ba: ths Ysagdin 

. ber, uppers her troops | 
Yeosived ordens to remain, disyudsing 
themecives in: Tussin uniforms. The 

. Germons by indinteising vemtrol of 
the raihvay between and Chavii 
can transport plea ‘oops. and | 
supplies to Lithuania while thoy send | 
baele to Germany focxbstutts: abe. 
stolen from the Lithuaniwn popiila- | 
tion. Acenpling to the best infertn. 
ed opinion it will) prove’ a inast | 
diffeuls matter to clear out the 


wet 


Germuns froma Teens a and Cour. b 


Jana, 


CHINESE TELEGRAMS. 
[Translated for the China Mua From 
the Wah, Taz Yet Po.] 


THE RUSSIAN \_ DISTURBANCE, 


PEKING, Aug. 31.1 
' The military governor of “Sinkiang | 
*‘ has. reported to the Central Govern- 
ment that the Russian disturbance is 
coming near to the Province. 


THE PARLIAMENT: ADJOURNED. 


The two houses of the new parlia- 


ment closed their sessions yesterday. | 
The president deputed Mr. Ng Kup |: 
Soon ‘to make a speech. The pre- |: 


sMier was present. 


WEL HO CONSERVANCY. 


There are 60,000 labourers working 
on the cnnservance. of the Wei Ho. 
‘They are all soldiers. 


MR. WONG YAP TONG. 


SHANGHAL, Aug. 31, 

. Mr. Wong Yap Tong the North’s 
Chief delegate, has returned to 
“Peking ‘rom Tientsin. so his depart- 
ure to :5e South has been postponed. 


“THE DEMONSTRATION ‘CEASED: 


Thecivilians and students of the |, 


- Shantung.and Chili. province making 
-demnnstration outside the Tah An 
gate. Peking, ‘were dispersed” and 
idrivén away by armed police. T welve | 
were. arrested. 


MARTIAL. LAW AT PEKING, 


The Cabinet has wired to inform 

vail provinces that martial law is pro- 

- claimed at Peking. It was owing to 

-the demonstration, made by. the 

civilians and students of Shantung 

wand ‘Chili outside the presidential 

-parlace:. Agate was broken by the 

-\ demonstrators, who also - caused 
. Obstruction. i " 

“A Chinese pperated on “at the 

Government civil Hospital yesterday, 


Jhad two stones removed: from ‘his} Magistrate this moraing ‘ when’ he|r 


ladder. -One a solid stone, was the 

‘size of f‘hen's egg. and- weighed 

between three and: .:faur ..ounces,’ 
“The. other was the ize ofa marble, 


‘, One of the:gix Chinese who are 
alleged. .to have’ made:.a “raid: 02 
Ching £. Istand, ‘armed with swarda | 

ind revolvers, “has. been “arrested by 


F | the Hospital, the * 


iw} obtained: 


Ras resigned fi 


}, rice 


was “produced: this | 


“1919.. 
CHEAP RICE. 


the cheap | 
mecting at 


In. connection with 
Iselling “of tice a 
ithe «Tung Wah Hospital was 
‘called eyesterday. Those present. 
at the meeting were the direc tors. of 
“Kai fong." and 
| other representatives. of all -the dis- 
'tricts, the Hon. Messrs, Lau’ Chu Pak |, 
andJHo Fook, Mr, Ho. Sai Kwong | 
presided. = * 

In his opening statement Mr. 
Ho said that they have now 
from the Canton Food | 
FRelief association, Wuku rice 
‘to the amount of — 10,000 
piculs at a cost of $6.70 per picul } 
I pkas the \compensation on ex 
ichange. The . transportation, of | 
from Canton to Hongkong jf 
undertaken by the 
Canton. and Macao sis. Co:, the Siw}! 
'Cn Firm the Yuen On Firm and the | 


x" Wing Fat Co. was free of charge. 


There was alsu a free storage at the} 
Yee Wo Tai's gudown. The directors} 
proposed: to sell the rice to. the poor’), 
at the fixed price of one doilar per 15. 
catties. Wher the present stock isi) 
exhausted! the Governmert will be 
,approached with a view to 
buy from them the ard quality rice 
to continue the cheap selling. 
Regarding the free rice congee, the 
+fund subscribed by various donors. 
for this. purpose amount to over 
' $120,000. The “contribuzions are 
still coming in. The distribution of | 
free rice congee was. a temporary 
measure. . 

Tt would.stop. now in favour of 
the cheap sales. 


| “Mr.eLi Po Kwai said that he was |. 


| one of the committee, and! he agreed'|' 


’ | with the previous speaker. 


“The chairman then proposed to 
; make use of the balance of the fund} 
subscribed for the free rice for the’ 
purpose of supplying the cheap rice. 
Mc. To Sze Tuan seconded and the 
: proposition vas carried. The Chair. 
man said that the places for 
‘selling . rice will be on the}. 
| stations where free Tice congee is}: 
distributed, 

Mr. Chau Yang, represéntative of | 
lithe Western district, said that an 
Jinvestigation as. to the, numbers of 
the poor was ‘under way. In the 
"selling of the rice he proposed 
that tickets should be issued 
to the ‘poor with name 


[and that the rice be sold every two 
‘hours making four times a day. 
| The Chairman then stated that the 
census of the poor would be complet:' 
ed within three days. He moved 
that. the date for: commencing the 
cheap selling of rice be fixed on Sun- 
day the 7th'inst. 

Mr.Law Chu Pak seconded and the 
‘resolution was passed. 

The Chairman again proposed that 
the distribution of free rice congee 
should be stopped,on the 3rd inst. 


}and the last gay for giving the 
Fcaugee be on the 2nd inst. 


ithe proposition was cassec. c 
Mr. 
the meeting that the 
‘general: Chamber of Commerce had 
preceived a telegram from Peking 
;Stating that the export of. 100,000 
seks of Hunan rige for this Calony 
had been sanctioned by .the govern: 
ment, Thus the cheap selling’ of 
tice could be continued without | 
interruption. 3 


A LOVE STORY. 


ay Chinese detective loved a 
womun. . He lived with her foo .. 


was amitten by her charm.. “He pro- 
posed tulsing her ta Swatow and she 
jegreed. ‘They purchased passages 
on one of’ the coust boute and went 


detective, the, ex-lover,” wating to 
examine the. passengers’ Fo. 
He ‘saw. the woman with, gee 
and was enraged. He attempted to 
search the man but was warded off, 
\the woman joining her new mate in 
obstructing her old mate. . (This is 
what’ the - detective ,iifotmed -the 


charged the couple. with obstruction. 0) 
He amested both of them! 

The woman divulged her iformer | 
Telhtiong- with the, detectiv, Mr. 
| Smith ‘was inclined to 
ramd discharged both aottised: and the 


ig y  congra tule 6! 
[Chinese spe ; 
love: 


2 


‘ Pr : . 4 
(Reuser's Semice to the China Mail) /SALES COMMENCE ON SEPT. 7.1 


Hongkong j, 


and |: 
address. and quantity of rice-required | 


‘Mr. Lam Hon Ping seconded and f 


Lau Chu Pak then informed | 
Chinese | 


on board. Om the Indder stood the] . 


eve ber Bi 


SHIPS: IN HARBOUR. 


— 


List of 
| morning. 4 
British — Japanese — 

| Empress of RuasiaShinen Maru 

! Titan Daitokuw Maru 
Hermelin Rokkosan Maru’ 
i Choysang ° Misen Maru 

| Laisang: + Fushiki*Maru " 
| Horighwah Riojum Mar 

i Telemachus Anyo Maru 

| Kuichow ‘Tango: Matu 

| Tascalusa, Cheian: Maru 

| Cornelia Canada Maru 

E Wasun . Nankai Maru 

| Derwent Ujo Marw 

| Melville Dollar Kaijo Maru 

| Eastern Taiwan Maru 

‘| Hopsang. Masayoshu Maru 
: Eurypylus : 
| Wahu 

| Kaifong « 
i Taikoo Wan Yi» Tsinglee 
Kumsang: - _ Tungshing 

! Harold Dollar Chongya 

| Suiyang Kwanglee 

| Chilhti Taiszema. 

| Chenan: - Kunghong 

| Liangchow Yangtsekiang 
| Phranang. Shunshing 

| Taisang. Winghang 

| Cyclops Namkam 
Shantung, Chefoo: 

| British Isles ; 

| Pheumpenh Dutch —~ 
Tiikini 


 Volute: 
 Huntball 

Tjimancek 
Tjitaroem: 


Chinese — 


Devawongse 


Amerizan = . 
Norwegy e _ 

 Quinnebaug, 

Edmore 

Western, Knight 


‘Diva 
Hero 
Providence 


- 


| Tancerville 


vessels. in: port this | 


THE, “STORY” OF THE 
GABLONZ. 


—_ 


| The: following letter to the Editor 
lot the North China Daily News speaks 
| for itselz: 

| Sir —With reference to your article: 
lin your issue of August 23 entitled 
| Bolshevism on the High Seas?” I 


twas the senior military officer. on! 


t board the str. “Gablonz” on the pass- 


Lage ‘im question, and desire to.make: |! 


| the following’ observations, 
Your article gives a distorted view 
| of the: inconveniences. which are row. 
lso ‘cormmon wherever “Labour's 
| involved. 
" (a) The average rate of speed for 


‘|the passage was. 11" knots, not, 


|. (b) The armed guard at Titbury | 
was placed’ on board,under the Aliens 
[Law. Anyone with a pass was per- 
mitted! to land. 
| (c) The term “Bolshevism is 
I quite out of place. No act of such} 
| a nature: took place.. 
(a). Had the ¢rew refused: to ‘carry 
} out their duties, they could have been }: 
| discharged. 
| (e) The night-watch never ceased 


» work. 


(f) The stokers never refustd duty. 
(g) Some: or two: three ‘passeRgers 
l onone occasion “stoked fot an hour 
‘or two for exercise and amusement. 

| (hy The crew. did not. zefuse duty 
| when the ship ran aground, « 


| Marina were passengers, 
lsengers volunteered. to assist fhe 
tcrew to throw out the ballast and | 
I worked for about four hours. The | 
crew didi the rest.of the work, 

(ik) Some passengers’ volunteered 
to salve the life boat—chiefly for the 
sake of the bathe entailed. 


Portugesese =, : 
| French — 


i Jade 


Hoipin g 


‘NEW N-Y.K. STEAMERS. 


In order to make good: the short. 
lage of tonnage now being experienc. 
ed owing to. its. expanded. activity, | 
the NcY.K. has concluded a contract 
with the Mitsubishi Dockyard for 
'the purchase of three 11,000-ton 
steamers which: will be constructed | 
by the end of this year. ‘The com- 
Hpany has also purchased three | 
sieamers now, under construction | 
from the Suzuki firmh besides’a ship} 
of 8,500 tons, which will: be lauached |, 
at the Mitsubishi Dockyard in April} 
lor May next. year. Two other 


the N 
'during this and next year. 


THE ese ie “BATAVIA” 


The ss. “ Batavia,” which was 


with the English mail, ran a ground 


known as the “Dutch Bank” 100 
miles from Saigon. She was ey 
refloated after two days and is ex- 
pected here to-morrow evening. 

The “Batavia” was originally a 
German ship and was taken over by 
the International Governments and 
handed over to the French Govern- 
ment, She was being used asa transport 
at the time she went aground and had 


for Shanghai and Pukow. 
. She is a large ship with a tonnage 
of 20,000. 


" 


, MATCHES. 


The expérts of Saugus matches 
‘during July amounted ta 62,795, 
cases, distributed as follows: - 


Shanghai 2,301 cases, ports along 
the Yangtsze River, Horigkong 10,556 
cases, Singapore 810 cases, Rangoon 
5,182 cases, Calcutta 9,122 cases, 
‘Bombay 7,567 cases, Java..2,894 
cases, Siam 790 cases, Tsingtao 142 
cases, .Tientsin 3,092 cases, Dairen 
3,570 cases, American colonies 3,736 
cases,. Korea’ 2,993 cases, and For- 
mosd 3,207 cases.. As cos apared 
with the previous month, the exports 


| showed an increase of 1561 cases, 


Exports to. Shanghai ports along the 
| Yangtsze iver, Tsingtao, Hor! kong, 
Singapore, "Bombay, ae and Siam, 


,mosa an increase. “x 


‘Among those going home i a 
few days are Mrs. Peter ae and 
Mrs, John Robertson, te : 


Mee ind” " returned tothe 
Colony yesterday from . the‘ North [ 
where” in the racing. world he, has} 
been winning’ fresh laurels 


Mr. and Mra, ra, Murray have tet 
‘the Colony a3 ‘Mr. Murray‘has been’ 
|appointed .to-“take;,.charge of, the 
interests of The, tern, “Extension 
Telegraph | Comp ny's station near 
‘cochow. 


Sandia th company 
KOes; i ote where «it: 


steamers are now under construction |: 
.at the Urga Dockyard. Altogether |. 
‘YK, will get tery new steamers.| 


Je (formerly. Lieut: Colonel.) 


jexpected here yesterday morning} 


on Friday evening, on a sandbank | 


on board some: Chinese troops bound | 


| allowance per head was therefore 


| Hongkong or Shanghai to harangue 
the crew.. 
| (n) No: knives were flourished. 


‘can be no legitimate complaint 
regardiig food or attention on the 
part of the personnel. The Com- 
mander andi the. Chief Officer did 
everything in their power to ensure 
the,comfort of the’ passengers; and 


Hines. ., 
| of the “ Gablonz " I feel sure that you 


, above. . 


I am, ete., : 
OR MC “Ruxton.” 


| Shanghai, Aug. 25, 


TODAY'S 
ADVERTISEMENTS, 


DIOCESAN BOYS’ ' SCHOOL 
" HONGKONG. 


Nese TERM begins on TUESDAY, 
Septambar 9, 1919. ” 


I 


con see the Hendmaster on SATUR- 
DAY 6: 
etireen ho AM to 12. Noon. 


Rev. W. T FEATHERSTONE, 
7" Headmaster. 
Hongkong, iliac 1, 1919, 


TRE HONGEONG: & WHAMPOA 
DOCK COMPANY, LIMITED. 


OTICE IS HEREBY GIVEN that 
an INTERIM DIVIDEND of 
$4.00. per Share’ will be paid~on the 
7th October next, to all Sharvbolders 
on the Registar of Shareholders at 30th 
| September, 191%: 
By Order of tha Board, : 
~ + RM) DYER, Esq, - 
“OMie# Manager. 
Hongkong; September: },, 1919. °. 


CHRONIO. DIARRHOEA: © 


RE you tubject to” ptfncks: of diar- 

Ant rheea't wie sbsclmtahy 

a few days, rest in .bad: if‘ possible, be 

caroful of your dist aad tase. Ohamber- 

hin’ ~Co Golo an Diarrhea. Remed: 
This. modici Sen i aeed cules ot chranic 

diarrhea that physicians hse faifed on, 


long period and then discarded her.| showed a decrease, but. those to: dit will . F je By. All 
Amother man meb the womnn and | Rangoon, Calentta, ‘Tientsin, Dairen, Chemists and Borokepere phoma 
American colonies, Korea and For} sae ee 


Pear) 


: MOTOR ‘DEPARTHENT.’. 


ve 
-GoEs, ‘DODGE ‘AND : 


. TO-DAY’S ° 
ADVERTISEMENTS. 


@ fe = 


| (i) The sailors of the “Regina | 


| () It was not possible to procure 
fresh water at Aden, and the daily | 


fixed at 3° gallons-—a perfectly ade- | 


quate quantity. 
‘| (m): No one came aboard either at.| 


| The ship. was well found and there | 


 mahy’privileges were granted’ which | 
‘are unusual on regular steamship | 


"In justice to the officers and crew |. 


Iwill! give. due prominence’ to the | 


Parents, Guardians.and Naw Boys | 


PEE Custodian: of Enemy pepe, 


in the undertaking of the Hongkong, 
and Whampoa Dock Company Limited, | 
} Damely,, 290, (Two hundred and ninety) 
| Ordiuacy abares in reapact of the capital 
of the said Company as existing prior | 
to ite incressa in 1915 dnd 87 (Fifty 
soven) Ordinary shares (being.the rights 
in respeot of the anid 390 shares) i 
toapect of te: capital of the said Com. : 
| pany as increased in 1915. ; ; 
Tenders for the above willbe received 
! up toand including the 10ch day of |i 
| September, 1919, 


Trading with the panied : 
Ordinance, L914 to 1919 , 


Hongkong, has'for sale by Private |: | 
| Tender the following number of shares |: 


NOTICES. 


EVERY REQUIREMENT, 
“FOR 


BOXERS. 


_ BOXING 
GLOVES 
FITTED. WITH 
PALM GRIPS 


PEAR SHAPE | 

‘s AND: . 

DOUBLE END . 
_ PUNCH BALLS. 


AND 


fae. } 
‘PATENT LACING 
WEIGHTS 


4, 5, 6, B'-0zs, 


MITTS - - 
- SWIVELS, 


ETC, ETC., 


Particulars, Forms ‘of Tender and }: | 


Conditions may be obtained from the | 
Custodian of Enemy Property, Hong: |: 
kong, at oe (Negsadd ougkong, or 
from Deacon, Pcobers B Deacon |: 
and: Hareton,, “Solicitors, 1 Des Voeux | 
Road, Central, Hongkong, } 


By Order, 
C.. Mcl.. MESSER, 


Custodian of Enemy Property, | at 


Hongkong. 
Hongkong, August. 15, 1919, 


(j). These sailors and other pas- [ 


PUBLIC AUCTION. 


RE Understgued } avs received ta | 
atractiona to. sell by Public Auction, 


(rox aCcoUNT OF THE CONCERNED), 
, Om ; 
TUESDAY, | 
September’ 8, 19198, ab 230 pm, 
at. their Sales Rooms, No. 8: 
Dea Vosux Road, Corner of 
» Toa House Street, 
One 12 Bore D/B 
SHOT GUN HAMMERLESS, 
: 4 self extractor” 
in aplendid condition | 
by Newham Ltd. Portsmouth. « - 
Deamn:—Cash, 
‘ HUGHES & HOUGH, 
Auctioneers. 
Hongkong, September 1, 1910... 


T 


PUBLIC. AUCTION, 


T! Undenizned bis “rpceived ins 
weractions to sell byt Public Auction, 


“on” 4 


’ FRIDAY, September 5, 1919, 
commencing at 11 o.m. 


Kewloon’ ‘Wharf & Godown Co, Ltd,- 
“West Point, 
100 Bais; Sumatra Tobacco Leaf 
and afterwards at. No, 6 Godown, 
16 Bales Sumatra Tobacco Loat 
Terms :—Oash on delivery. 
; ‘QE, P-LAMMERT, 


Anotioneer, 
" Hloopkooa, September 1, 1919. 


INDO-CHINA STEAM NAVIGATION 


or MONDAY Septemper 8, 


quiet for’ 


CO., LTD. 


“NOTICE TO CONSIGNEES. 


. 


oe 


— 


‘fos ROBE, : 


= Steamshi| 
. EUMSANG? 

‘baving arrived from the . above port, 
Oonsignees of Cargo by her are. hereby 
taformed that all Goods are being landed 
at‘ thelr risk into the harardons and/or. 
extra hazardous Godowns of the Hongkong 
and Kowloon, Wharf and Godown Co., 
Ltd. _whenos, and/or from the wharves, 
delivery may be obtained, 

Goods nob cleared by the Th inte 
| will be pabject to rent. 
Al broken, chafed and’ dita peck 


they will be examined. Claims’ against. 
the steamer mast be presented within: 
10 daye of arrival otherwise they will not 
‘be recognized. © oe 
' No Fire Insarance will be affected by ns-| 
 {a.any cage whatever, | 


JARDINE, MATHESON & Oo, Lo. 


General. Managers. aw 
: Beoghonn, ees od 


- DISTRIBUTORS. FOR, 


‘OLDSMOBILE- CARS, 


FEDERAL aa eanae TZREB, 


at No. S8Godown of the Hongkoag & | 


ages ara to be left in the Godowzs whare |: 


Bille of Lading will be coimtarsigned by 


“ 


SANDOW’S : 
DEVELOPERS AND GRIP DUMB BELLS, 


‘ 
eoCe eatro be yOres By 
eee 


TERMS TO CLUBS. 


Se oe zl 
| LANE, CRAWFORD & co.) 


GOLUMBIA| 
“LITTLE | 


WONDER” 
RECORDS 


NEW STOCK JUST RECEIVED, 
THE ANDERSON | MUSIC COY:, LTD, 


(THE: COLUMBIA SHOP) 


18, DES Vvosux ROAD. TEL. 1322. 


— 


weerwonee 


gyserenns : Na 
THE BROWNLOW TAS 


FILTER | 


British ‘ivagties for nearly 60 years, ‘Is a Nationsl Mecessity . 
everywhere. A copious, clear, germfree supply always obtainable 
with’ the'water as. sparkling sa when’ drawn from the spring. 


‘Sole dont: MUSTARD & 00,, 
Abe Naps mle eee Teuernons 1188. | 


anit in FOOOHOW, AMOY, ‘swarow and CaNzom : a 
Ea _ “BRITISH AMERICAN TOBACCO CO, ° 
td 


ADBURY'S 
HOCOLATES 


== AT nas = 


oe COLONIAL ‘DISPANSARY, 
‘CHEMISTS "AND DEUGGISTS... 
et Queen's Road. Centra... i ii . aa Telephone 1877." 


¢ , wou 


at 


&H IPPING 


3 me ‘ 


P. & 0. “BATIsH NDIA). 


& APGAR LINES — 


(COMPANIES: Ineoeporasd in ENGLAND) 


ermaits & BURMA, CEYLON INDIA PERSIAN GULLY, 
AUSTRALABIA, WEST INDIE, MAURITIUS, EAST & 
SOUTH AFRICA, ote BEA, EGYPT, EUROPE, ETO. 


, ‘MARSHILLES 
Yu STBATIA, . COLO: 


OTA” 10th: September | 18th October 
RATA an 23rd Ourober ; 2hth: Qeinbar 


[ROMBAY vu . srs anv COLOMBO. ; 
ane Bombay aboot 


“pUNERA” 26th Soptember 


SHANGHAI, KOBE A> YOKOHAMA. ( oT 
: due Tokohams about 


\ Leaves: Hon kong about | __due 


i 88th Sopt. \> October 


“SBIVA” 
steamers. 


‘Wireless on all i 
&: RATES, HAND-BOOKS FREIGHTS,, &e. apply tor 
aa pane MAOEINEON, MACKENZIE, & 00.; 


ee Des Veeax Road Central, HONGEONGS 


a 
OCEAN ae £O., LTD. | 
KAIUN KAIS 


(TaArYO 


FOR. NEW: YORE. 


| wie RST WIND? via, BUEZ wo ve oo QO OF about 17th + Bop 
«“ LOWTHER: CASTLE: © via PANAMA . van 0D OF about Bnd Oct. 


For Freight aad Particulars apply to: 


NATAL LINE OF STEAMERS. 


of Laing to SOUTH AFRICAN. PORTS : 


QALOUTTA; in conjunction with tho 
AVIGATION CO.,. LTD. 


i y Ballings fron from Hongkong. ' 


(es trac! & faribor perticalass epply DODWELL &CO., LTD. “heent 
C—O 
THE NANYO YUSEN KAISHA 


0 , _gourE SHA MAIL 88 CO) - 9 » 
duciine Service of Steamers Betwoon Japan, Hongkong, Singapore, 
Batavia, Samaraog and Sourabaya, 


fer savA PORTS ee ee 4 


qer JAPAN PORTS oy 
HOKUTO MARU saemnatanisnnanermoaeyorgnnnnens on Sth taphs 


"que wratgho oF Peomge sory to DODWELL & CO, LD., Aces, 


2 


OSAKA SHOSEN KAISHA. 


“ aambiwoa FROM HONGRONG SUBJECT TO AETERATION, 
——— 


son DON & ‘ANTWERP... Monthly direct aarvice ris Singapore and Fort sald. ” 
ALTAT MARU ....--seons sumerseersomne Beginning of September. 
. “ALASKA MARU ee 20th Beptenber. 


euwoak BOMBA AY: {! Sesh Leeann through Billy of Lading with traashly 


. RIO JANEIRO, SANTOS, _AURITION, 
; -& cArE Dee TOW vin, SINGAPORE. | 
TACOMA MARU: soeecerndncnedsersensienss YT CODESEBY, 10th. Boptember.” 


, somaay COLOMBO ~ soulas torisightiy sorrice ris Singapore, 
BUBMA MARU ER. ee 10th September. 
F SIAM MARU, cecreeresseee ednesday, th September. , 
gAIQON, BANGKOK, ‘BINGAPORE—nepsr monthly serrics, : 
"BHIBEN MABU ‘seccosstomeorersesene Friday, 5th September. 
SYDNEY, MELBOURNE—xiomthiy service calling 0: AUCKLAND, NZ, and ADELAIDE, 
LUZON MABU vereossseenurnsereseseeseens BOSIDDINE of October. 


“ WIOORIA. VANCOUVER, SEAT Teena, a Intermediate porta ta 7 
ocala fortnist atone, 


a eenennsmnone des 


8 U.S, in connection with 


reer nua 30th Be 


tember, 
“Wedoetday, 18th 0 ober. 


etober. 


wAPaN POT aon wise 1 ends “dara Seiites nes 
» BA desesepsiinenererssoeseened UESABY mer. 
<) TRDUB: MABU c-ccoroenuceresernmneeeed Monday, 30th Beptembor.. 


* GEELONG. TAmaO 
Tae Se wil warrite and aia how a the OLE, 
: For TARA via BWATOW and autor... ye ee 
GOSHU: MARU siete Thuriday,, 11th September, “ 8 ao 
} via SWATOW * and AMOY. . 
ith Septeiaber; a Dam 


ot 


iris, 8 Btéamship a1 


‘BHANGHAL & TSINGTAO . 
 HOTROW, PARHOL & BAIPHONG...0. eEAITONG sqyictencenumen Spb 8) Bt 10.8.0. 


sano 2 PLL i— sailing sopreciest every fire days between Canton 


DODWELL & CO., LTD,, agents, 


HINA NAVIGATION, 00. LID. 


PE 
“ ‘SAILINGS SUBJECT TO ALTERATION. 
eran : to aul. 


LIANGCHOW seeceereKept. 5, at 1 atl 
ereseseesssSEPt» By, Day’ light. 
RENAN ‘sesecnnerneeneneee Opt 3, Daylight. 


ro. 
| SWATOW & BANGKOK...- a 
| SHANGHAL eassssenndaassesesorenenqnees 


ae CHINA hosts 
" pROSEOTED 
| . oe 
. Fos 
SHANGHAI vis. SWATOW.. 


SAILING “TRO HONGKONG. 
0° ALTEEATION), 
Syuamxst 
CHOYSANG 


To Sam 
TUESDAY, Sept.-2, Daylight. 


TUESDAY, Sept. 2, at 5 pm. | 


'HURSDAY, Fept. 4, Daylight, 
eK DMBANG 


eessarpesvoonearesnestaa oats 
see OHIPSHING reed 

MANILA eee FUENSANG jwoFRIDAY, Sept. 18, st'3.2y 
Oo A. LINE :— mls Une das vow been reorranlaat sad adfrdn rogue alings to Cnn 
5 Fr ea rom, Calcutta. steamers ‘ria Btraite and Hongkong to: Japan, 

meet aa have pace ent, yemongey ' sorommodation, are Attod with Mectria Light 

sad Sbaaghal,, 


watow, 
La. Seite pave Titmited amount of tyne er pocommedation, fy snd throng tickets .| 
aes ior Rorcuera. and Yaciasa T9 Ofer ee ebaDAL ‘Through Ba/Lading are 
‘Northern and Yatgtess: 


iy serrict: Ly Se raaiaad 
a Stores pot ‘porta avery Pon 
weakly 


per “month detween, Hoagkong, aad Ssadakea by a teamer having 


| BORWED 
adat,, Jewelton, Labeas, TAwao aad 
ie cacrtee ia fr seareh’t2. October between Hongkong asd 
ae va a 
TIENT LINE : athatwel and Chet 
‘Tien Wethaleel eMaruntioni. All Karopean Fasongern leaving the Coloey 
required to, produce: Om arrival. a6. destination Fespotta with 


—— A Fei 
callng Mt 


Tas GQuxmxat “Miaxiozns | 


svrtimrciri & Oa, a 


& PACIFIC STEAMSHIP CO. Lip 


——————————— 
TRANS-PACIFIC FREIGHT ° BBRVICE. 
_——<—— 

Operating the following 0.8. Shipp shipping Board Steamers, 


For SEATTLE, TACOMA, MA, VICTORIA, VANCOUVER. 
{ nm ‘a About September 2. 
About Reptember 4. 

About Beptember 99, 

About October © 24. 


For CONSTAND direct. 
“ COAXET About October 


WABAN” About October 
¥ “WEST ‘mu 


be 
i. 


wenerene 


Mm "-About. November 16. 
Through Bills.of Lading insued to Overland Common Points.’ 


FOR FREIGHT AND PARTICULARS APPLY TO: 


-THE ADMIRAL . ‘LINE, 


- Telephones 2477 & 2478, .. Moor, Hotel Mansions. 
1, 
ener 


v0 
eae BEA, : JAPAN. and a 


aga ye a 
SHANGHAL, 
PAST AND LUXURIOUS ‘MAIL STEAMER. ‘ 
Sallings Eon Hongkong Subject, to change without potice. 
‘Bheamers . Tons ** * : or Leave: Hongkong. 
*KOREA: MARU aweneeerenensisvee 20j000 evssornecenssoreset ieee 10th September: 
MEPPOR BARU copececsosrerses: 11,000 correcteorssonanesseneee: 25th September. 
"nd, Oct 
aath. Gctober: 


“TENYO MARD———-- $2.00 sasnncameernetns 
0,000 tayedanoraneesansresnond 


SHINTO HARU. secneramat 28,000 reson -, 2th October. 
*PRRSTA MARY sovvnevessnerenees, 9700 10th Novemiber. 
From’ Yokohstha. 


sQUuUTH AMBRIOAN LNB, 
’ gONGKONG to VALPARAISO ‘Via :TAPAH;: BOHOLULD, 


“BAW PRANGISCO, BAN PEDRO, -SALINO-TRO®, P BALEO. 
" ms CALLAO, ABICA ‘ang 4 ; 


VIA SWATOW, AMOY sien for ut anda clans Bateos |” 
‘WHARY, |” 


THURSDAY, Sept. 4, ats: pin, ‘ 
LOORNGSANG. seme FRIDAY, _ Bop 6, a8 3pm. | 
(BATURDAY, Sept: 6, Daylight..| 


agi ere elias : 
for passengers sail CATED, calling aby 


with. their |’ 


LADEAN son | Capt A. Btewaru| 


| CAPE’ 


Jo Wao Hoxexoxe: 


“| TOWS,. calling: 


‘ SEPTEMRER 1, {919 


}THE LAW &. siz EDWARD. 


"| “CARSON. 


i ‘SAILINGS 
“HONGKONG to VANCOUVER 
(via Shanghai, Nagasakt (*Meji) Kobe & Yokohama) | 


MERS: Frou Deu 
STEAMERS: == “loycxonG VANCOUVER 
Empresa of Russia. 


. Sept. 8 Sept. 33 
Empress of Asia 7 Oot: 2 Oot. 20 
Empress of Japan Oct. 15 - Nov. 
*MMdntoagle "oo. a Cot 18 Nov. 
EmpYoss of Rusaia!., Oct. 30 Nov, 
Empress of Asia. .... Nov. 27 Deo. 
Empress of Japan ... Deo. 10 Dee. 
Kipress of Russia ... Dec. 25 Jan. 
*Montongle : 


dan. 1, Jan. 
_——$—$ 
owlar th Japaneny Quarnntize Reguintion» “ Kruprenm of 
> ath September will nat cali as Shunghal,” 


* Bras 


——— 
Passage Faros Hongkorg to United Kingdom. 
- Byrreuss ov Russts), ° Exvarss.or Javax’ 
16,360 Tons Reg. [Gold 6,000.Tons Reg. Gold 
money or Aa $403 Monrnacte 


ign ‘* he cove 
HON GONG. seme) Ane 


SCA NA DIAN PACIFS 
op OCEAN, SERVICES 
“pe 


| 
DOUGLAS STEAMSHIP CO., LTD.| 


HONGKONG & SOUTH OHINA. COAST: PORT SERVICE. 
Se ee 


EQUEAR. SERVICE. of Fast, High (lam Conat. Ste hart 
‘Accommodation: for First. C' i alah Mt Fan ng Food| 


Bloctris Light and Fans {p Staterco 
and Saloons. Excellent Caiaine,, Tighs and Fans {2 Statercoma 


“SWATOW,: AMO & FOOCHOW 


aeons * He 10 bay) 

STEAMSELP OarTAx, 2 
QUINNEBAUG | Capt. Moding sssoses 
HATHONG ...... | Capt. J.W. Evans . 


LEavnea.. 
| TUESDAY, $nd' September at 1 p.m. 
\ FRIDAY, 5th September atl p.m. 
TUESDAY, | oth pas atl p.m 


‘gunk ad De : fro ae Whe 
al artures from: 1 B 
For: ‘Faeigh rT and. FABSAGE avi ate nee eee 


“NANEING” : 
November 1st, "1919. - Oetober Ist, 1919. Specie Tth, 1919. 
(AN UNSURPASSED HIGH CLASS n 
_PASEERGEB_ BEE BERVICE, 


Q, B.: BITTER, Fries 
Prince's Balldtngs, ‘Toe fooe Birset = Fumie Age 


INDIAN. AFRICAN’ LINE. 


Cargo carried on through. Bills of Bille of Lading from BONGEONG. to BELRA, 
/DELAGOA BAY,” ‘DURBAN (Natal), EASTLONDON, POBT: BLIZABBTE and 
TOWR with transhipment at COLO! LOMEO to Btéamera ofthe INDIAN 
eee . ‘PROPOSED aAiLING, 

Connecting with 


 Excxuat Acoommopazton 70x Lint “bym 2yp Ciass Pasnxyarne. 


ORIENTAL | AFRICAN | LINE, - 


Regular. Direct: Service: from JAPAR, ‘OBINA ‘and STRAITS’ to BHA, 
DELAGOA BAY, DURBAN, EAST: “LONDON, PORT ELIZABETH and CAPE 
at. MAURIITUS en route snd “affording the a ee 
from the os to SOUTH. AFRICA, " 


From Coromo; 


"For ania of depart Rates of Frdght, Sire 
BANK. LINE, iE, LID, 
MBeeascre - 


“WELLER LAN”. 
Giiceman ai Bucknall Steamship: Con Bed.) 


«| greater.” welgh! 
Mitchel “was inniseed. ‘in ‘Dublin, ‘for 


‘| Lord, the Ring, 


wf of 


1 upless Parliament changes’ | 


COULD HE: BE INDICTED? , 


BY A BARRISTER-AT- LAW. 


. Would Sir Edward Carson's. Belfast 
speech found a good: indictment for 
\.an offence against the peace of our’ 
his. Crown, and 
dignity? Te isan academic question: 
a divinity hedges some Kings. who 
ldo. not actually wear the purple—- 
| and one discusses it merely as such... 
Sir Edward is. no more likely to: ap- 
I pear before the Iris King’s Bench 
| than the. Kaiser is to, plead-in Bow’ 
| Street; but the question of his Wabi: 
| lity has. already been raised’ in the 

House of Compions, and a brief” 
; statement of the present law may be: 
q interesting. 

To" begin: withthe acinar law.. 
| The levying of war against the King | 
‘is, of course, one of the’ oldast counts* 
lin bigh treason. The King’ stands” 
not only for ‘hisself: bat for “the ’ 
‘State, and mere’ rob: violence, such 
Vas the destruction of chapels, has~- 
sometimes been held to. amount, to 
\the levying of war or the head: of 
the State. The authorities: are ‘clear 
‘that no actual ' fighting is feces- 
sary}. enlisting and ‘marching. (ate. 
sufficient’ without ‘coming: to 

| ‘The Ulster Volunteers run into: tens. 
of thousands, and they, are especially . 
Ifond of marching. But, ‘except 
|where the accused has. been’ aiding 
land abetting the. King’s enemies (as, 
for “instance, ‘Roger Casement), the 
‘charge of high treason; which must 
carry’ the‘ deathsentence on convic- 
‘tion, is. ~ virtually obsclete. The 
modern practice iy to- proceed under’. 
ithe Treason Felony Act of 1848, , 
which gives. a. sentence of imprisca- 
ment for life as the maximum p 
lment, The words, of this statute 
lare especially in >point. Among 
| other things itis. treason. felony. - - 
to compass, imagine, invent, devise, 
or intend . . to levy war’ 
{agin his Majesty within any. part. 
of the United Kingdom, in order by” 
' force’ or constraint to compel him to- 
| change hig ‘measures.or counsels, or 


in order ta put any force.“ ‘or “cons 


| straint upon, or in order to * intimi- 
date ‘or overawe both Houses” of" 
either House of Parliament. 

Tt was settled law even before: 
. these’ express wards were imported 
into ‘the ‘statute’ that’ the wie of" 


_|atmed’ force for ,the. purpose ‘of, 


securing * the repeal of an “Act 
Parliament: or the removal. 
whether: real, 


'! stone ‘observes, 

neither can it, nits any pal man 

| or set. of men to interfere forcibly in. 

riattersVof such‘ bigh importance,! 
'l especially as it has established: a - 
| sufficient, power for.these purposes in 
the High Coort of Parliament.”-Before- 
the Home Rule Act was, passed Mr. 

Asquith described ‘Sir Edward . 


Hngent. treason.” 

‘the nature ‘of : 

those acts be Tegal or ut 
—tor - both. in © opposing 
passing of Home Rule’ and in 
demanding its repeal ‘the Ulster” 
Volunteers: are obviously, there to. 
‘overawe and, intimidate ’Parjament.. . - 
But: the’ change! from’ negative to -- 
positive: does seem to fix the con- 
tingency’ in “point” of time, for; as. 
everybody knows,. when Sir-Edward | ; 
threatens to call out the Volunteers~ 
if the ‘Government fut the’. Home, 
Rule Act into force, the contingency 
must arise at the end of six tmonths- 


nd“ 
or yields to his threats: | : z 
A levying of war’ must be. n ae 
affaié. of. mouthing: a-purpose or 
design is not enough; ‘there must be-, 
some “ overt a But this must. be 
taken in conjunction with the éarlier . 
statement that actual. wartare is’. 
Enlistment and marchin; 
were aide t 
han’s case.” The raishig of the: ‘Ulster 
Volunteers; thelr. systematic. and’ pur.” 
blic drill, theirarming, and not least: * 
their gun-running, exploit at: Larne,, 
would.all appear to be sufficiently ‘and ” - 
indéed obtrusively overt dete within 
the eyes of the law,.and Sir Edward’ 
has ‘publicly. accepted and welcomed 
responsibility for.all) these a8 giving 


. | substance to his words. « 


* But, perhaps ‘actual ‘ 


“Lt what : bas’, bee 


b 
under’ the “Act of, :1848° ma: carty™ - 
Tn. 1848, John 


“articles. They“ are: set 
“Trials,, and" 
ich: 


o be sufsclent in. Vatlg=: 


MONDAY, SEPTEMBER 1, 1919. 


SHIPPING 


~ P& O-Barnish INO, 


& ApoaR Lives 


(COMPANIES. incorporated! in ENGLAND) 


wa AND PASSENGER SERVICES | 


STRAITS, JAVA, BURMA, CEYLON, INDIA, PERSIAN GULF, WEST 
INDIES, MAURITIUS, EAST AND SOUTH AFRIOA,; RED 
SEA, EGYPT, EUROPE, &o. , 
SAILINGS FOR. 


MARSEILLES AND LONDON, | 


| Shanghai & Tsingtac assess. 


Due: 


Mansxrnizs 
: about. 


j Leave | : 


BS, HonaKoxa: 


NAGoY’ 
RHIVA 


Uth Cetober Sith’ October: 


‘io oth, \Sepuse ber ; 
th. November 


| 23rdi Uctober 


8.8 5 a aes 
abe t BDO ! 


" DUNERA tek Sept, 26th’ Sept. 


CALCUTTA via STRAITS and RANGOON. 


SAILINGS. ALSO 


SHANGHAI, MOJI, KOBE AND 
YOKOHAMA. 


Leav 
o Hongkong, Tbont 


ERE sTUON APCAR. i BE Be} Sept | Due Culeutta about stb Bep bt 
q rc 


| dae: Yokohama about 


KBIVA esth Sei pth: October 
; + j 
Pickets Tanase . 
P,& Q, Australian Tickets are interchangeable with the New Zealand! 
: Shipping Co. (via. Panama, a) or hy Orient. Company. 

Aa assengers may eave by BL. USN, Company’ 4 steamers between vista and 

cutta or bladras in lieu of the sect t 

ita or Bludrag Ho ion: icke Baunee. Lom kon. 


PAY FITTED ON ALL STEA: 
All Cabins are fitted with Electric Fane free of charge. 
Steainers.and Sailing dates. arr liable to be altered without notice, 
a NOTICE TO: Sr pincaperray he 
signees are. remin of the necessity to s) to Com: 
regarding, arrival of consignments ex pected, ol whi whi ch ts bare received Agni 


or advice. 
Any damaged packages mnat bo left in the Godowns for 
nsignece and the Company's Surveyors, Mesara Goddard 
on, Mondays snd Zhoredsys. a oats mae be 
steamor’s arrizal hore, after which: date ey qaunct. ba recognised, 
be admitted after: the goods bave left. the Gudowns,. 


For Further Information, Pawage Fares, Freights, Handburka, eta. 4 


33, Des. Verux Road Central. WONGENG on MACKENZIE & c0, 


and Douglas, at 10 a.m.. 


SB. BING & CO. 
’ LARGE STOCK OF SHIPBUILDING MATERIALS, 
viz. Steel Ship Plates, Angles and Bars, : 
Also Shipchandlery Articles, 
Tolopbone No, 1116. 25, Wing Woo Street, Central. 


NIPRON YUSEN KAISHA. 


SEATTLE & VI CTORTA * via Mani, Keelung, ‘Shangtii & 
Japan ports. 
Cargo-to-Overlard Points U. 8. in cornection with Great Northern, Northern 

' Pacific, and Chicago, Milwaukee & St. Paul Railways, Ce 

FUSHIMI MARG (Omitting Manila)...Friday, 19th September, st 1la.m. 

BATOBS MARU ((Mmitting Keelung).. Taeaday, Lith October, ” 

‘LONDON & ANIWERP via Singapore, Malacca, anes 
Colombo, Suez, Port Said & Marseilles. 


é ass soe cee cee one Fiiday, 8th September, at, Noon. 
BANG BABU Aron tt Bday Ugth deptombes, at Noon. 


MELB IURNE & SYDNEY via Manila, Pemboanits Thursday 
Island, Townsville & Brisbane. 

JANGO ‘MARU . Wednesday, 24th September, at 1] am. 

* NIKKO MALU . Wednesday, 22nd October, at 11 am, 


NEW YORK & HAVANA via Kobe, Yokohama, ate 


San Francisco, Panama & Colon. 
‘SOUTH AMERICAN PORTS via Cape. 


BOMBAY & COLOMBO via Singapore. 
KOSOKU MARU «ow ae, one Early of September, 
HWAEH-WU we tes Middle of September. 


CALCUTTA & BA*GOON via Singapore & Penang. 
YETOROFU MARU .. ... ... «. Monday, 15th Septemter. 
JAPAN PORTE —* agasaki, Kobe & Yokohama, 


NIKKO vIARU .. aie ee nee Bundy, 21st Beptember, at 1L.s.m. 
AKI MARU ++ ee Sntarday, 18th October, atilam 


BHANGHAI, KOBE id YOKOHAMA. 
SHINRYU MaRu: . Wodnesday, 3rd September, - . 4 
SHIDZUOKA MARU . Wednesday, 3rd September, st 6 p.m, 
K:GA. MARU’ ; : ‘ ; 
_ EXTRA SERVICES (Marseilles, Liverpocl, Antwerp, etc). 


WAKAS1 M¢RU (London, Antwerp & Rotterdam) ... End of oe 
TBUYAMA MARU (Mareeilles & Liverpsol) Treen 2nd: Gctober- 


For further information apply to— : 
NIPPON YUSEN KAISHA, 
“ 5. yaar Manager. 


wt 


one 


Teerniorz Nos. 292 & 293, 


} Borland... 


! Taken vin Swatcw & Am 
| Keelung via Swatow And Amoy 


+ 4th December .|' Manila 
| Japan 


examination by the. | 
presented within, a Gays of the: . 
Cision will! 


at 11 om. : 


". ‘Thursday, 18th Beptember, at 11 a.m! 


” pastaramon, | WRBURL's. Munces, | 
i f 


h 
San Franetooo vis Nh: bal & J jy Ea: 
cheese ne, a 


aeten 


| Ban Francisco: vin Bhangbal, 
Nan Francisco. via. Sbangh 


to Tacoms,, Victoria & Malt S3. &. 


! Weatorn sigh hoa Admiral Din 
~~} Canada, Mara son) Quake, Ghose Bale 
Emprees of Rus! 
Binpross of Ania: 
Weat Wind... 
Tango Mara’. 
Anyo Maru 

vet Hastern 

| Searet ss: 


Mant) ae 
Australian. Porta. via.  ioean 
: Australian, Porta eaten 


“ ip fr 
J oe Matheson & 


Batterfeld: & Swire.. 
+f Kumsong Jarding Matheson & 
of Veo Waerwijok v. ralesw Chi 

Soha Marthe seees 


Straits & Calcutta —ssssve 
Singapore, Penang & Belaw.o-Dvli , 
NOY seaeee: 


Kaisha 


Swatow, Amoy & ¥ 


Bombay & Colom bo’ 
Londou: ong Sate ere Conn 
Bay, D 


London via. S’pore;, & Cibo banal 
Mauritius, Delagos Bay, Durban. 4... ol Ty 
Bombay, via Singuporesf 


YOR: PamonT: urrir to . 


Riven Faven Batuha .. 


Butterteld & Swire .. 


ax Pow dng Lapraik & Co. 4. 


_ VESSELS ADVERTISED AS LOADING 


7 = 


| TO 37 pesputomm 
q 
q 


|S On, 


Ltd, 


a0 Srd Sept, 


Go. Lia Ou gud Sept, Dii fated 


Qn 10th Sept., 
On 20th Sept.- 


YEK 


-YAMASHITA KISEN KAISHA. 


(THE YAMASHITA STHAMSHIP OO. LTD.) 
NANYO MARU No. 1 —— eT 
NANYO MARU No. 2 | REGULAR SERVICE FOR | 
seule MARU No. 3 FREIGHT BETWEEN 
‘SODEGAURA MARU. 

HONGKONG, 
KYODO MARU No, 13, ie 
TAMON MARU No.1 | BANGKOK 
ASOSAN- MARU. : . /» and/or 
CHEIAN MARU. SINGAPORE. .. 


) 
KUMAKATA MARU. dia 
. For Particulars Please Apply to. :— 


aan M. KOBAYASHI, Agest. 
Tel. No, 140 & 155, Top Floor, King’s Building, 


——— == | * 


‘| ONCLAIMED TELEGRAMS 


The filloving in. ‘a, list of Sac Gag 
; selegry ms Wing at the office of tho Great | 
Norther 
, kong, August 21, 1919; 
| Fron Addruses 
Tokyo swe. Kimingt.. 
Shanghai .. vweeMosers.. Bo Wah & Cows |! 

c/o. Ah Bou Esq. 

AMOY soissereeee Shingkes, 
Aj Sb aaghai 
Tokyo. 
| Sobe . 


| Shanghai 
Shanghai 


Yokohama... White Ritato Marg. 
Shanghai veo FORA 1 Teens 3 Road 


Robe .. 
Shanghai 


FARES FOR PUBLIC 
VEHICLES, 


CHAIRS, 


Lin Vieloria: with two Bearer. 


Day (8 ‘a.m. to 6 p.m.),... 
” Li the trip is extended beyond Victoria. | 
half fare extra, 


Between the huurs ot £2 0 Ps I. sod 8 
a.m. the above gk cast 
by 50 per centum. 


i. — Beyond Victoria, with four Bearers. 
“| Shanghai ......2 


Sh anghai soso Baohongyoun, 


i T. KRING, 
— Jn tha Hell Disorict, : J 
rah 2 Beavers With 4 Bearers. | : Su perintendent, 
90.15 ‘ oo 
“om, O.! “List of Unclaimed Telograms lying in 
| the E. BE. Telegraph’ Oifice a; Hongkong, 
August 14, 1919:— 
.. Addresses: 
Acrimills 
Barlow 
Rentley ... 
g Bloom IPE os secon 
FLAS, : re 
RICKSEAS, . (charles Stone . 
} Clifford Yrensang . 


Lain the Idand of Zongtong if engage | Bray Post, Ofc. 


Three hours, 
Six hours, .,.. 
ies (8 a.m. teop.m. x" "4 


tees theland’ 
Mayne. 

Yaz bon os 
Quarter bour; .... a oo llorel 

Baif hour, « ; Willireis... 0 
One Our, sorssererereoee 


Every Subsequent ‘hour, .. 


Note—If the rickshs be enguged 
within the City of Victoria, and be dis- 
charged outside the Western part of the 
‘City of Victoria after’ 9 pm., or be dis- 


charged to the East of Bay View Police! 
Station on the Eastern sida of the City 


of Victoris after 9 p.m., an extra half 
faro shall be chargeable, 


.Iqueque.. . 
-Castletonnroche.. 


Valparaiso, 
D. de H. FARBANT, 
’ Supetintendent, 


A KWAI & CO. 


18 W619 Connanight t Road Central, HORGIEOND, 
a NAVY CONTR ACTORS” 
Ship Chandlers, 


Every ‘subsoq ent hour, sisrseee 3, 10 n 


Twenty cents shall be added 
for extra hour or part 
- of an hour if the hirer caunes 
-_ journey to take longer 

an tm 


/ PUBLICATION 3, 


a 


Cu, 
aster oF UNION cHvRoE 

+ LEIELIB) oe vei 
4 POSER, 8 MU 


HONGKONG “AND SOUTH: 
CHINA: (by” 

“Bunbory; “Mi AL). oes cee cane” 

© Best J—Mammals aod Birde a0. 

Lr Heptles Am) ale wad |. 


elegraph Co., Ltd, at Hong: he 


«Losangels Cal. |" 


 P& 0.8 N, Go, 


8TEAM. FOR. 
STRAITS, COLOMBO, BOMBAY, 
| EGYPT, MEDITERRANEAN PORTS 
AND LONDON, °" 


wo 


VIA, PERSIAN GULF, OUNTINEN. 
* Tal, AMERICAN AND. SOUTH 
AFRIOAN. PORTS. “ 


HEE Homeward Yaa Steamer Dunera 


His Majesty's Mails, will 
esering Bi) ther on or abont 


Fs rs sSebionbe taking Cargo for the pabore 
Bon slip 
' the connecting ropelaraeSemscared : 


before di re‘ from Hong’ 
Silk af rae ca oe 


ir Ttaly, 


MAOKINNON, MACKENZIE & CO, 
, Agents, 
» Heogkong, F 


KWONG SANG & Co. 


07, 68 & 09 Connsught Road Central. 


aa 


Ship-Chandlers, Metal and 


| | Coal Merchants, Ssilmakers, Pro- 


visioners, Contractors, Riggers and; 
Stavedares: pee Tools. 
timates. on Nea! 
aimee cpr. 


ae 


ud] MOTSUBISM SHOJI 


KAISHA, LTD. 


(Mitsubishi Trading Co.) 
COAL, GENERAL IMPORTS and 
EXPORTS, : 


SOLE PROPREITORS OF 


TARASHIMA, “OCH, MUTABB, 
EKISHIDABR, 


BEINNEW,, 
ard OYUBARI COAL MINES. 
AGENTS FOR SAKITO COAL, 


Head Office + -TOKYO, 


.| Branches and 


Representatives :— 
Nagnsaki. Karatsn, Wakamatan, Mojt, 
Kure, Kobo, Ozaka, Tsuruga, Nagoya, 
Yokohama, Tokyo. Hakodate, Maroran, 
Hanke , Tighat 


Dairen, Tsinanfa, 

Taipeh, Hongkong, Canton, Halphong, 

Manila, Sings; Caleutta, London 
3 ee York. : 


adress : 
: ‘kong : 4 IWASAKI". 
iten: Heong pbong = 5 aN MABISAL?, 
Codes Al, 7. B. 0. 6th Hd, 
Western Union and f Bentley's. 
“Agency “ rag OSAKA. 
: rae 0} 


for Parla, 5 


Na. 14 PuDDER Sranrz, Hovaxosa, glace 


(in 3ist Sept, ab Tham. | 


Oo-dth Sept, at a ; 


| Through Bike of Lading ued for BATA. | | 


YOSHINOTANT |; 
HOJO,NAMAZUTA, BAYO, RAR AD A, j 
KAMTY AMA D. 


arrangement): |. 
igre 


A. BIBAI,. | 


MARINE 
B. INSURANCE 00., 
SAKA. 


| Ayer Molek (81). 


| Bassett ($1) vs, 0» 
| Batang Benar ($10) 


. SHIPPING | 


PACIFIC MAIL S.S. CO, - 


UO. & Nfail FEsine. 
» OPERATING THE NEW FIRST CLASS STEAMEERS 4 
“ECUADOR,” VENEZUELA” and “ COLOMBIA. a 
“14,000 Tosa: each: 


HONGKONG TO SAN: FRANCISCO, 
: ra SHANGHAI, KOBE, YOROHAMA ind HONOLULU. 


The Sunshine Belt. 
‘i The moet Comfortable Route to Amerls and Emropes, 


Sailings ‘trom Hongkong at. Noon. 
BB “VENEZUEEA” sessesees .« WEDNESDAY, Sept. roth. 
B.B, “BOUADOR. wsssssscsvosses +» WEDNESDAY,, Oct. 8th. 
BB, "COLOMBLA” sarerwenentoennwere WEDNESDAY, Nov. Sth 


Thesa: Mteamers have the moat modern: t including overhead 


electric fang and electric Nghtin; ag ALL MEL LOWE ER BERTHS and large . 
confortable. Staterooms: ws (All single single amd two bertha. only).. 
The Safoty and Comfort. of Passengers Passen, 


cana is: our Brat cankideration, 
Apecial: care is, given, to: the. ¢ Ss 


and the attendance: on 
mis with the to Repo ee Eisen, Kalnba and tho 

jo: Ocean: Servins, i 
+ Bor farther information es lteratars, eee ta, ary t= toe 


"S| OF FIOR dings, 
Tatarnons 141. , 


Obater Road. CF 
HONGKONG, CANTON & MACAO 
- STEAMERS, — 


Tiokets: aro: inter 


j JOINT SERVIOE OF THE HONGKONG, OANTON &. MAQAO STEAMBOAT 


CQ, LID, AND THE CHINA NAVIGATION COMPANY, EIMITED. , 


HONGEONG- ‘OANTON LINE. | 


Sailings :—To Canton daily at 8 o,m.. (Sundays excepted) and' JO pm, ° 
From-Canton daily at 8 a.m, td em, (Gondeys excopted) and 5 pm. 


| SERVIOE oy txx MONGRONG, CANTON & & MAOQAO STEAMBOAT 00., LTD, 
Fy HONGEONG-MAOCAO LINE. 
Sailings 8.9, “BULAN” to Macao avery Monday,, Wednesday & Friday 
7 ot 8 am, (Sundays % am.) 
8.8.."‘SUI TAI” to: Macao every Taeaday ° = Thursday at. 8am, 


Satordays at 3 p.m. (Sunda; capted.) 
Macao: ay, Tbureday, & Saturday. 


8.3. "SUI eS avery Ty 
at 2.p.m. (Sundays 4 p.m): 
8.8. “SUL mat trom Macao every Monday,, ares & Friday 


at 2p. ot (Sundays: excepted.) 


rther information may be obtained at the Coumurr’s. Ornaa, Hotel Mansions, 
" or from Messrs. Te moe gze & Son,. Booking. Agents, ‘Hongkorg. 


STEAMSHIP C! O., LIMITED. 


REGULAR SAILINGS OY MAIL STEAMERS FROM 
HONGKONG TO AUSTRALIAN, PORTS, 


| 7 For Date of | Datdiand Time 


Steamer’ Arrival | of Departure 


: The above stax mers have excellent accommodation for First. and Second 
_Baloon Passengers, having been built expressly for Tropical Voyages, and are 
‘complete with every modern conver tence for Ocean Travelling. 

‘ aN duly qualified Surgeon aud Stewardess:are carried on each v1 vessel 

“For Paine Rates sod Further Farticulars. Apply To: 
GIBB, ravings & 20, 


IRON AND.-STEEL PRODUCTS 
* BEST TERMS COMPLETE STOCK. 
(arama 1800. BINGON & 0:0. (Tamnowx 515), 


} Rodah ($1) se ass see: 
Belemak R, (85) v0) ie 
| Kempas ($3)... 4 
| Kluang (86) ae 
Lanas (35) ... 

| Malaka Pinda 
Malako® ($3)... 

au Sricarozz, ee 25. fandal pores 1) 

f Alor Gajah (#1) sar ou 2 Row Bersetah (43) 

Amal. Malsy ty. pd. 8.60 | Nyalas (8) ow. 

Ayer Hitam ($5) ... 14.59 Pajam & tae oe 

Ayer Kaning (81)... 1.15 Pactal (8!) ... 


Parit Porak ($1 
Perak River ($1) ... 


rolan Being (94) 
Pumggor 4 
peas Or 
Sandycroft (2) © 
Beudai (85) ... 
Betnbrong ($1) 00 
Sungel Bagin ($3)... 
.  Sangel Patan (#1) 
Tambalk ea 
Taped. (BLO) vee oo 
Teluk Anson ($5)... 
Tumerlch ($1) 
Prafalgar (98)... 
‘| Ua Ana ea) aes 
United Malscon ($1) 
.| Otani: Sixipan ($1) 


SINGAPORE RUBBER 
SHARE MARKET. 


MESSRS. FRASER & CO,'B 
'y QUOTATIONS. " 


Ayer Panas ($5) 1: 
Balgownis ($1) 


Bakit Jelotong ($1) 

Bukit atl ($1) ... 

Bukit Kepong (43) 

‘Bakit.K. B. ($1). 

| Bakit Timah’ ($10) r 
| Obsngkat 8’dang ($5). 
Benesly Pros. ($1) 

Hay tor ($5) «0 


¥ THE 


- ake: Dockyard and agineoring Oo, 


7 , BTAINABLE it i ths ‘mms: Min! ee 
Office, 0, Bet eal Meee Hong: tees 


‘of. ‘Hongkong ' ‘Ltd. . 


| BOLLDERS OF SHIPS, & ENGINES - | 


OP LEVERY~ DESCRIPTION. ns 


wey 


THE EASTERN & AUSTRALIAN : 


“EASTERN” PMetbourde, via Queensland Ports, me 3oth: Ave] ard Bept. i 


BARLIER TELEGRAMS, EARLIBR TELEGRAMS. 


— 


(Reutar's Gervice: Yo: the China. Moi.) 


AERIAL, DERBY. AUSTRALIAN WELCOMS. 
fer cn — : ‘haan: 
Porno, August atth || 
Colonel Barker, WG) SHying m 6a) tured 
Fokker, was the farat to complete the cir 
cuit. in the nerio! Derby from. Toronto. 
_ to Now. York and back, . 


BLOWN: UP. 


FRewantiz, August gith:. 
Thousands 
weloomed Flughes, and Sir 
Joseph Cook from, France. The‘ states: 
men were hauled in_o motorcar to the 
, Town Hall, Mir. Hughes. was crovn 
‘with a digmer’s hat. 


QBRMAN, PRISONERS. 
Pants, Angust. 20th. 
Council, + 


ee ' 

ARcHANOR, August goth, | 

Tho British monitor Glowworm WOS 

blown up ob. Beresaik. She was ticd UP . 

to an ammunition barge. okt present if | The Supreme 
ip. believed that.AQ are missing ond 20° diminish the 

Killed. The cause of the catastrophe i8 ay rapidly ay possible, 

woknown 5 anticipate the cate of tn 

‘ Tesco ‘Treaty as fat 4s 

of German prisoners Is 

Repatriation 

rivier the auspices ot 

Coamurission, to which German representa 
i will) be, added immediately 
aty comes into force. 

continuance of this 

ry. from: which: the 

so greatly 
fe"iimene of all! 

men Government and 


wm 


_ 


RAGING, 
— 
Losros,, Agus 
The Creat Ebor Handicap result was 
ag follows t= ; 
Race Rock 
Wild Wood! 
n John: Jackets ; 
Nine ran. Won by a shor 
bead! separating gecund andi third. 
ething 


\ 


“A 


concerned. 


a 


obligations by the Ge 
the people, 
eS 
THE GENTL: G 
The more one hears of Generali Ma 
the mare peculiar bis inelvi- 
y appenre. Tnfortunately we 
ore addi that he becomes uthe 
piety Bkeabhe. Io phuces he almost 
scene a find of Rip. view wwirkle, for 
a pttitude. ony scane points suggests 


Caprsnvaus, A 
Tey, whut thes 
Creer ind eto 

ate Commission inspected 
: weatanes, pawccbased by 
agen fir now i the hands of bhe 
Danish Customs at Vandruyp and found 
hawt all were 8 atid bere the Geruyan: onything, but the present enlightened! 
moilitary “uearks. : ie He haa alteady anzounced! 
ener mn i bot Tainandu he was 00% to mpin- 
GERMAN GENDARMERIE. cain order, und that to bin enthicism: 
* OC lwas a secondary matter Th rather 
i at the bad bad duro type of 
hay, at atarintic curiostty. That 
t possibly be unilenstood:,. but 
ow he i& reported lin the North 
ing Star ae having informed stud 


vous. August 290K. 
uy Bertin: states. that Geree. 
inforned by Miurshal! Foch ", 
} for three months after 
aw. bars iQ operation, — ¢ 
poo maint , by of dndantry,, 10" 
aryauad rons une oie waves < Prem to buy Japanese goods, There 
re line Rhine, we the yendiere unfortunately ino ground to: taunk 
cise nekoy thee Rreaty. Be iy was. freely ghoquence FUBDIDR 
pear ta be inadeemate bo maintain order, ENN with: bins when he said: 
i “What we ott, the Japanese give 
bo we wenn, the Japanese 
ous. We ehoulel unite with theny 
pnd be one. We must show the 
Jipuriese how grateful we are to 
- chem. TE you refuse to buy Japan- 
ese goods, 1 wit! force you to do 
wo, tk 
\ stndent is, cred'téd with having 
nade tha remark that according to: 
the guilant General it would ba bet- 
, ter foe China to belomg to Japaa. 
— | Evidently Generol Ma. hay no’ great 
New York, August 28.0 1. opinion of his countryrwn, for he 
Iris anrounced that the new passenger! dal not hesitate to reply with a some- 
and freight service between New York and what perverted logic all his own: 
Constanza, Rumania, Vegins: on September “Why not? ‘Korea, India and 
1b. , . " i pene telong to other Powers, 
ap Os ICKE and the ‘people. are happy... why 
BHIE OSICK UT. 1 sheulal China worry abou; the pro- 
: London, Angst, 25} spect of becoming the possesion. gf 
fear Someract Cy six wicketn |! Fapan? i: , é 
petrrec  Lasneashire « andl} Finally, perhaps ta: show his, cv 
Northants, and Yamushire and: Yorkshire} tempt fer the art of critics, he 
were abanelimedd owing te rain, Glousters; hada student hamiboowd for attempt. 
shire and! the Australions drew, teg farther, argument at a later etage 
; | uf the proceedings, Ma Liang has 
been engaged inv explaining i's attt- 
| tude and doings in T'sinanfu to China 
I oat forge. Hard as thet would have: 
bean , before, jb willl, be a thensand 
times more difficult to get over such: 


utterances 06 these. —N.C.DN. 


SINCE CONFIRMED. 
London, August as, 

ABolahevile winelvgs of, Angu-t 25, eluims 
to have: reeapinrud Pokoft fu the offensiv 
pegnn on the whole southern front they cap 
tnted Kamysin and are ‘advancing ow 
Tharitsy iv anc Kharkolf, white on the eastern, 
front they are advancing uuinterraptedly im 
the region of “Troiisk, Nurgan and Tobolsk,.* 


SERVICS TOR DANI. 


Surrey 
. The matches’ 


RUSSIA.’ 


Lanpos,, August otth. | 

A. telegram ‘from Omsk, dated August} 

‘gsth., states that. south-west of Troitsk, 

sthe Bolshivist forees Were heavily . de- 
feated ani 


a foreed to. retreat. 
Fourteen thousand = prisoners 
__ taken, 


THE JUNK CASE. 


oe 


were 


‘ Lox pox, August.20th. 
Tp is authori ly stated that | the 7 


ttenter’a Service to: the China Mail.) | 
~Vtpingtaw made no impression. 


of Ig enthusiastically 
Se Ww Se i 


order to}, 
sufferings caused by the war 
e, has decided, tof. 
# fieation of ther} 
the repatriation 


willl begin: immediately, 
i the Inter-Allied: 


benevolent |: 

German soldiers 

bendfit will depend car the} 
tf; 


te at Tsinandy that he would foree ‘ 


GIVING IT AWAY, 
Simehow the” statamant that 
| Fupen ounly" 

‘ ao. a8 to eDeUce that 
Chinn at no future time adbonated! 
i This” 
ja the argument, as set forty by the’ 
PRev. De.' J. Ingram Bryan io the * 
| Fepan Magasine:— 
ct dapan took. Winochou from: 
Gennany an condition that China ; 
wank! not: sllew any ober foreign | 
Power to establish itself there, and 
she ingisted ‘on 80 understanding | 
to this effecs with China. Bui it | 
Ching wain unable to prevent Gere | 
inn pospesstion of the 
she would likewise be | 
unible to previile another taking. 
possession of ih or ever tO pre- 
vent its persng to German: 
again. The only sate” wry to pre 
vent such aa everitualiby was to 
wtay there bemelf,, as she dit in 
| Mamehuriey ufter Russia waa ok 
pulled. Tt should nob require any 
greut amount of reasoning fee the 
Mies to see thin and to under 
stand Japan's motive iy in, “Ts 
nop a move agwinst! the imterest 
of Ching, nortindeed ang: encroncn- 
Srummt' en her sovenvignty but for 
the protecsioa of boty Japan anil! 
China wie. to the dase when. 
Japan will withdrew trean: Kino- 
“chau aout which there 

much discuss, that depends on 

howe soca Chin af prepared 16 
p miarantes the non-aheme.tion ot 

> the place: To, accordane: wil 
Japan's interpretation of 
Monroe 
be compelled to occupy aay part 
in certain danger: 


of China, hit is in 
St falling into the possession of 
Westen Powers: und the sooner 
China secures her independence of 
Geeidental interference: the sooner 
will she be free from: the solivitude 
; of Japan.” 
ls. Bryan: is 
Bulwarm. He comes to: Wert but i 
} variably conttives ta damm, and 
ext This, fate thon 

lahore quoted. According to 
‘pesition, of the argument the only 
: ig for Japan to-remain in 
i mg until further oniers. If 
Japan sated vpor bis interpretation, 
‘ci het motives ghe would. net only 
remain iu~ Kaochau for ever but 
wonld annex the whole of China as 
rapidly as pesaiblé. That comverts: 
ihe Vorroe Doutrine from a dead, 
negative thing, into something very 
nivel: alive and positive. Dr. Bryan 
js an tnenring guide im. the deteation: 
of 9, bad argumems,, for in 
‘voency he shows ite . utter us 
ability ‘far better than the most be. 
full destructive otiticiern: could, dor 


—_—o———X—XS— 
“EMPRESS OF RUSSIA ’ 
IN A TYPHOON. 


, The C.P.0.8. '* Empress at Rus- 
“wal which arrived im,"Hongxong 
yesterday, at daylighs, had an un- 
usual experience in typhoon while 
on’ the voyage from Shanghai to. 
Manila.’ She tet the typhoon with 
such force on Monday night (August 
Quy thét the Captain (Mr. S. Robin- 
von): ‘decided not to go through the 
-Formosu Channel, which is the usual 
track, but to steer? a course on the 
cutside of Formosa. The wind was 
so strong that the steamer hove to 
ali Monday night and! a part of Tues- 
day" morning. At one tine, during 
* the height of the typhoon, the glass 


we 


n 
i 


" Wesn Russia suc claimed by the Bol- ii 
shevi 5 around Kamenka on the Dneister A RE-HEARING APPLIED FOR. 


are very unlikely to greatl: affect, the n 
eu paleo in ve of the inane At the Mag'stracy, on Saturday 
tion of Gengrals Petlura and enikan. i x 3 a te Ut 
Such. a junction, would destroy, a8 An aiternoon, a re hearing was applied 
efective organised force, the whole of the fac, in the cued? in whieh a’ Cinnese 
Bolshevik troops in the enormous pocket junisnaster, Wie “fined $200 for 
250 ue deep and 180: miles wide south off uiewing his boat to tie’ used for the 
oy sf : weal ng of opin Se 
Im Soath Russi, the capture of Odessa eae ate : 
now leaves the Bulsheviks without o foot: | Mr, D. J. Lewis, appeuting for the 
hold on’ any seacoast whieh will permit ‘ cave was first 
of communication with the outyide coast. | cviied, stated that the. junk belonged 
‘ : Lonpon, August 29th. |, is Tifs alien(’s ancestor and bad ben 
Ukrainian reports state that Ukrainian wel to 8 nun, who hud dis, 
anti-Bolshevik.  truops have reached 7 ee va 
” Bojarka; ten miles. fram- Kielf. nppeated, 
‘ On Saturday 


. Ostsx, August 28th. 
A French fying detachment has arrived | wth of the Imports and> Expoets 
here, to co-operate with Admiral Kolt- Offic stated thot the Crown Salict- 
chak. : to would appear und chullenge the 
THE BOLSH ownership of the junk. “He suggest- 
pad vd a forther -remend. : 
Mr. Lindsell remanded the case, 
fixing bail at $400. ~ 


defendant, when the 


. 


EVIKS. AT KIEFF. 
oe Loxpox, August. 28th. 
. Fugitives from Keift declare thut the 
Bolshevists continue to imprison_.and 
murder inhabitants, including the officials 
of the Polish Legation, The arrest of 
6,000 Poles way recunthy ordered, yf whom. 
* only G00 éscap.¢ , 


——_—=_ 


* AMMUNITION SMUGGLER 
“| DISAPPEARS. 


‘A Chinese returned to the Colony . 
on Sunday by a Japanese yeesel, 
He had been’ working m the Panama 
Candl ‘construction nad" had knovked 
about Amefen for sixteen yours. 
Then tie had ‘a desire, to wee: his 
native hone and cume hore, armed 
with a revolver: as & eafe-guard 
against: the robbers, with which, he 

- way told, is countey was. infes! 
Wihenfhe arrived in the Cotony an 
inquisitive policeman -gearched his 
Juggage and, found the contraband 
etuff, The Chinese wes token to the 
” Police Station ind 


“UNDIANS IN TRANSYAAL. — 


. Loxpox, Auguat 2sth. 
Mr. E 8. Montag2 receives to-day ‘a 
mixed Indian and uropean deputation 
who will protest against the Transvaal 
Trading Act. ‘ 


~ OBITUARY, 


: __. Lonpon, August 26th, 
The. death is announced of” tandier. 
Genoa! John Gordon Geddes, C.M.G.. 


Be + : 

(Brigadier General Geddes entered: the 
Army in_ 1883 and wae o Colonel in 1916. . 
Fie was DAA.G., India, from 1887 to 1900. Jeb -ourt on: bail of 

GA irae ue the eter wae 1807 to} G.$120, and noloed. “to: attend the’ 

(medal. with clasp) and in the Euro oli | toda a 7 

_ penn, War, where ho was wounded, mention- Patice Court , vy : Be; however, 
ed in ‘despatches four times and was award. failed to. do..eo “an _ pe 

ed the C.B, und the C.B.G.) , ' _ dotreated.. 


Ceanminder Beck: ,, 


. Indswton! 


efoed iit 29-8 —Phe-versel-stoodthe- 
iinuytal conditions’ very, well indeed, 
and most of the passengers were able 
to wtuy on deck. The damage on 
deck was very eight, a few panes 
of gyse being broken. ve 

Amomgst those who arrived in the 
Colony on her were Mr. und Mas. G. 
M. Jackso, My. O. T. Breabspear, 


Mir. FM. Mohler and Mr. and Mrs. | 


H. E. Smith (of Canton): Mx. Jack. 
-aonds on his way to Shanghai*where 
he will be General Pauseenger Agent 
jor the GP.O.S.° 2 | 
The ‘Empress of Russia "goes 
into dock bere for vome minor rer 
‘pairs. 
. kong at noon, on Friday. She should, 
therefore, reach Nagaeaki according 
to schedule, She will nob-call at 


: Shanghai on the outward voyage. 


“SARCASM, . 


{ 
| 
& The Japan Chronicle saye + We 
forget whether it wus for tem: or 
twenty years thut no Geran’ was 
to be allowed within artillery range 
“cf Hongkong. It wus quito incon 
caiwable, anyhow, that there should 
ever bo uny 
hetween Hongkong usid Germany, ys: 
jnoomeivub!e as communication be, 
tween the moon und Mum. It is | 
therefore rather surprising that: 
Reuters agent in Hongkong should 
have com ered it would interests 
to. telegraph the mews that by the 
‘direction of the Secretary _of State 
for the Colonies, the Honghotig ! 
Government 9 now grunting liceneee | 
for trade with Germany and German. | 
Austria. Surely nobody, an Hong: 
kong: wil take advantuge of this per- 
n Anybody who had auggeut- 
ed a year ugo,that it, be given’ wostld © 
~ hove run in danger of-being jynched." 


r 


wanted to ‘bamdlo: the, . 


\* go-betweens,"” have been 


‘kidnapping her. 


Doctrine for Asin she wil 


ey sort of inverted, 


THE: BEST CAST EVER ASSEMBLED. For 
: i 


pis ad. |" 


She is due to lewve Hong-) 


| offic: fed: both in the chapel 


more communixation,- 


SOLD FOR MARRIAGE. | The grocaning of pige is. nob genet: 
4 : iy pied upom aon desirhbin oo: | 
_foupation. for 8 gently reared young |: 
| tacks, but thet is whot the 
htho war brought to Mes Dorothy 
Qa, a young, E 4 


‘ ) gud now in 
Kuruzaws, ¥ Oo 0D 


« 
, 


“FLYING THE WHITE’ ” 
PIGEON.” 


X father, mother and two fornale 


recueastion in Bnglond.. 


hy the Polics om,a charge at ** fying 
‘ i Instead of 


the white pigeca "conspiracy to | 
detraud by’ selling a girl and then 
“The, tour persone, were produced 
this morning “bators ML. KOOL. 
Smith, who! remanded the case for 
,W week, 
The patonts of the girth, an July 3, 
javiced® the ‘third defendant to make 
ettain arrangements foe the, mar- 
‘riage of ‘their daughter, The third! i that she was: abl 
}defendant , “peeking a “commission, |, Miss. Queloh had experienced 
Tspoke about the mutber' to. the fourth | in the Land Army of 
Jdwlendans. and: then both acted as} the WAAC. Corps, 
}gu-betweens. They wedi to of} while in the Land Artuy that she | 
[Chinese cobbler, who was seurohing | becume nequainted’ with the habits 
ior a wife, and told bin they had’ a [jot pigs. F nt 
} Taian girl A bargui wos struck ot | TO FEED THE. FIGHTERS. : 
$1O2 The intending purchaser then | Vhis Land oy,” gaid Mise | 
$2 ond promised to pay the | Queleh to) the Japan Advertiser. 
10Y ow the follawing day, He wus.) "" woe orgonized as you know, for 
yen wu deed suid tocbave been sign: | the purpode of supplying: fodd to the 
ved by: the parents. The $100 were country. The men were scarce and 
hunded over and the girl lived with ; the women, volunteered to do the 
farm work."" " : 


ithe mun tid Judy: 26: witter which ske : 
‘sappeared.  ‘Skrgeants Witis, who | " There were several branches of 
informed of She disappearance, {the Tand Army; “dairy, tovestry, | 
amet to tmoe the gitl to You land. 1 joined for dairy ,Wwork. and | 

¢ Lane. hom the first. adtermcon was. given & 
gtool and a pail and told to-milk 8 
‘uow. Milking a cow is nob a6-eo8y" 
fas it sounds and ab, the end of an 
hou of bard! eforte, I.did not have 
i. dzop of araillc in the pail.” eae 
From that fast day when sbe fail. 
ed in milling one cow in an hour, 
vhe grew im dairy understanding +o 
I that in six weeks she qualified im: w || 
test. by oniihking seven Cows in an} 
hout,, one more than wae required, 
and ramp of the cows were such 
xckers thut.tt was nece to strap 
She afiso | up “the | 


pigs, eve 
Que! . 
o giline 
band with o naive non: 

suggests. Oo cammoenplace experience, 


lat the-elight gitlsh figure in wonder 
le to endure it 


ae 


| HONGKONG THEATRE. 


“UNDER FOUR -PLAGS."" | 


PRANCE, THE. BRITISH ARMY, 
 YPAEY AND THE UNITED 
STATES. ; 


A MOTION PictURE! 

“Under Four Flags "" the United 
[Stutes: Government War film, re- 
tied by the Committee on. Public | 
Informnwtion, will be: screened at th 
Hongiung Cimema for a few nig 
only, commencing on Wednesday, 
September 8, 1919. 

The picture iso Vash improvement 
over previous "releases, ’ botly in ree 
gard to, photography and subject 
matter. Some of the ecenes ure’ 
really marvellous. One, cannot help: 
wondering ut the gourage and dis- 
tom danger of the cameramen 
it is apparent that the 
camerus.” have been set ‘up in the 
battlefields during, the thick of the 
fight. THe need | for stimulating of 
our will for victory not existing now, 
die to the ending of the war, the 
films have been titled, and edited 
with a new, but, none the less inter- 
esting, objéct in view, to present a, 
summery’ of the moet notable events 
ag concern the Allies. “A tew of such 
episodes are: un attack on American 
transports by German. submarines: 
the battle of Chateau Thiery : with 
Field-Marshal) Haig, on the Bri 
Front: the battle of St. Mibiel: | 
qyorthy of special mention is the fight 
on the Phive :-the scenes talem there! 
are very' exciting os they are photo. 
graphically clear ond takem from 
vantage poimts. Not being’ ficticn, 
ths recapitulation of the most pro 
‘minent points “of the war ¢ id 
prove: “‘mteresting, to thy extreme a8 
'n—noatter_of past history. » Veoual 
prices for this: costly: piobure.. 


part and | 


nile! * 
which. involved, not only * 
the pigs but keeping the styes 
L had 13 etyes to-clear each 
‘ng, After the pigs, came 6 week | 
of horses, gotdhing and Harnessing 
(ie cart, hones and deaning the} 
wtadis; then. a week of bully, some ot | 
whons objected wirenuously bor being | 
roomed. ‘Treky fellows, several of 7 
‘hem: they would meanamuvre to: 
throw ine down in the stell and gore |! 
ine. I iways went into tha stable | 
“med with a hay fork, but even 6 
was one day thrown and kicked by 
uw bull.’” cc 
: A UNIFORM POR WORE. , 
At. the end of six weeks of this | 
work, a test,was given and those who! 
passed ‘were made forewomen: The ; 
ostume of the Land Army, consint- |: 
ng of Khaki hat, anidle boots, gaiters q 
an 


6 {i 
clean. | 
mora: |i 


tiving i 

week, 3 

pock of: water, 

‘of pneumonia an 

| dbliged to give up the Army. 
JOINED UP WITH W.A-A-C. 

‘Ay goon us she recovered however, 
whe sought the nearest recruiting 
‘ wation of Queen. Mary's Army Auxi- 
Mary Corps, ‘populizly known ae the: 
WA AG. a Keer 
| XLy greatest ordeal,"’ said Miss 
“) Queélidh,, “was, wheo I had to stand 

before eight men, who sorubinized 
[me kéenly from head to foot. This 
iy done to each recruit in order that 
she may be identified in use she 

““T joimad aa @ oderis and was bent 
Leo Wales for o month's training fa 
| glerical war, then to Camp Chatter- 
ton. This camp was very badly. 
munaged and was known es oe of 
the worst in the Army. I was 5° 
bad that they did nob even imprison 
‘the Germans there. The moud was 
to our ankles all the time and 
‘the snow was often three fest deep | 
in the. buts, ‘The food wos bad also. 
For! breakfast we had dog bigoult and 

for iunch, horse 


F.JNERAL."- 


THE LATE MR. JAMES MoRAE. 

The funeral of the late Mr. Jamnes 
MeBae, ‘second engineer” qd the 
Robert Dollar. Ca.’s 6.8. ‘ Melville 
Dolfar;” whose, shocking death was 
reported in Saturday's China. Mail, 
took phwe at the Protestant Came- 
tery on Saturday. ; : 

‘There’ was o large gathering pre- 
seat to pay their luct rexpects: to the 
 lecedsed officer. : 

Amongst those t were Mr. 
RB. E., Gunn and the whole European 
taf af the Robert Dollar ,Co., the 
captain of the u.6.,' Melville Dollar,” 
the dewased's shipmates, and 
: targe mutniber at. the members of: the 
iMereantife Marine. ‘ ; 
Fete Rev. J, Kirk Maéonachic 

and at’ 
Wre graveside. + * 4 
“Mhete was a ‘beautiful: eullection 
of Hocul offerings including those 
fromthe Robert ‘Dollir Co. j'the cap: t 
tain of thé “ Melville Dollar,’ the 
deceaned’s shipmates and'Mr. B. B. |, ge surrounded, “wi 
Gunn. “ y "barbed wire ‘and “entries were 
Vetationed ab the gates night aud dey 
to prevent the girls from degerting: 
The deserters ¥ 
and the punidiiment. wie: severe 
Every day. we -had drille, \twior oF, 
hed route marche and 
aol call, for which we 


‘ — = 
RHEUMATISM. 
AVE you over tried, Chamberlain's 
Pain, Balm, for theumatism] 1f| week we 
pot, you.are wasting time as thi 
this. disease runs.on:thy bard 
cure. Get @ bottle today, 
& vigorous massupe. ty the afl 
and_ you will be surprised and delig 
at. the relief Obtained: For sale-By ‘AU j un 
Chomints and Brorekeopers 5! E 


————— 


Vy SHANGHAL “WA. ALC }) 
ben! ot || 


1015 weft her |] 
ayated | homa in Shanghai to finish her ||: 


scanning poatdy, haw- il 


dairy work includ: |} 


4 p.m, Dismiss. ‘* Praise G 


were ‘also brovghb baci: | 


END OF SEASON 
BARGAIN WEEK. 


‘MACKINTOSH’S 


ft 


ALL ODD LINES. OF FASHIONABLE: 


‘goes OFFERED’ MUCH BELOW 


CUURENT, PRICES. 


Hinstead of owe that-mnlea one 927 Ht 


a & 00., 
MEN’S 


WEAR. SPECAILISTS. 


16 Des Voux Road. Telephone 20: 


O 


CA 


TRO Gah 


For SALE-AT 


HALF PINT BOTTLE 


DISTRIBUTED. BY 


OR ALL 
| PRINCIPAL PHARMACIES 
ONE PINT BOTTLE $150 - 


80 . 


THE STANDARD OIL CO. -OF N.Y: 


Sleep on Beloved.” THE LAW 


ARMISTICE: NO RESPITE. ou | |, 
humour was rot’ altogether absent |, 
from. 3, as the following. Command- 
ments ond Diily Routine will bear’ 
testimony : 5 

WAAC, COMMANDMENTS. 
4,—Thou: shalb have no other rules 
but ours. : 
. Q—Ty 
aby 
earth, 
the’ ‘eart 


wll viel 
fined 
4th day, but will 


Call’ in the mori: 
pyjamas and ov 


avery 
8.—Thou shalt, not stay out after het capable 
9.30: p.m. .- : ; tors whi 
Q.—-Thou shalt ‘not covet thy 
neighbour's hath, 
her ration of brea 
that ie hers. ‘ 
10.—Thou sbult nof de found. 


of Kingdom w: 
sn | OC: refi.ses 
legal point 
as: follows: 
6.30: a.m, Christiana awake ! read in 
47 am. Route es st rs should ev 
Weary, Arb Thou” guid ?’” |, fctment 
‘Bom, Breakfast. ‘* Meekly Wait af she se 
and Murmur Not.’’ i 
12 noon Drill, ‘‘Here We Suffer 
Grief and: Pain.” 
ie "Come Yq Thank- 


al!’ others in 
against the 


made, 


3 pol Lecture 
- *"w"sbido with Me.’* ; 
God from 
Whorw ‘all Blessings Flow.” 
“What Meune this 
Throng?”’ - 
_1' Ob, Lord how 


day came that en 
it did nob end * for Misa 


‘hecause olericad work 


| & SIR EDWARD 
CARSON. . 


(Continnted from page’ 6..) 
rifd, of course, stress - 
ich would gain him 


from an 
and ‘his 
eak the Bri 


 whelming popular sympath 


contempt of our 
is Jawa, to the 
like ‘case offending 
form of the statutes in 
and -provided and 


evil example:of 


{our lord the 


TA ES rer rarerer a 
“Atter six months in the WAAC, 


ded the 


owe kept 


on, fo 


was dis 


she 
maénaged with difficulty 


all, bo Jepan and 


where abe. is. stoyiDal 
fiehol frou 


"HE WANIR SUFFLY. | | HONGKONG sTocK | -. - ;. BANKS. bos tee ee ae 

; ; ee ~ BXCHANQY, ee : : : a — = —— . 

‘ | ; . | ; ; cum, | F{O™ SEONG a: azanowar | CHARTIEID BANK of 
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pce He's [STOCKHOLDING BANKS]. 2 
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blood. Let the blood become thin and a |' Docomen: 4 ‘months’ sight.4/~9 respectively. iS : 
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slight exertion, loss of appetite, restless, |. REMEDY. On New York Hongkong, Suly 7,, 1919, ‘ i ; 
sleepless nights, headaches. and’ often. |i : On de oe the 7 ban 
Siok velopr see magoute wanes | TEESE Metssoperoeaemue | Grainy today agi. ed | | Bar, 
which’ miy not be serious. if properly |i cg; a colds, erup and whooping On Bombay-— THE CHINESE MERCHANTS | Sifeng.”’ Hulan,- Suirate, Hailunty, 
+ treated in its. earlier étages, but which {| Trt hes bean a. favourite with mothers | Witt: see jae wee on ase . BANE, LTD. 
tmay be fatal if it reaches the pernicious bof young gbildces for almost forty, years On demand, : mise § vs we ' kow 
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entire system, make the blood rich snd |. Chamberlain's Cough Remedy con. 
red..strengthen the nerves, increase the | tains no opium or other narcotic: and cr eye 
‘appetite, put colour in the cheeks aud | may begiven as confidently to a child'as | On Shade: ‘ 
“Hps, _ cries ora) Pager ia to: ‘ena For sals By All Chemists Po .semaad ove, 
ired feeling. Plenty of, sunlight, cond | and Storakeepers. ‘ 3 8 i 
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‘Phe: gauge to. this: service is the. mileage. total-recorded when. tha cast ; 
iduerdee 3. acd teria a esi Boe Ae 
“The|notable achievement. of nine stock 
_ fires which, pub to offtcid Gaish , test by 
the Autom bile. Club of Aniarica, aseraged 
peer ee ey established the un- ‘ Nee ae me 
usual quality.of Vazuum Cup Tires, ; ina. $0 = minsies | oop CR NOEES | ; 
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{Bewier's Sh vice to the China M 
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(Continned: frou 


: Mea 
«General vou der Go 


Toated 
We abbas. 


Corestiages,, August gsth, 
AU telegrann frour Riga atates that che 
Lottisi Uress Bureaus announces thit 
Fe" Ceenesn troops in Lithuanin artrated 
fires, meibery of the British Mission and | 
then to. Mi Thanks to_ the | 
ig} Mission in Rix | 


. ’y “uvenperated: with he 
Germans in plundering the Leveivh thead 
" Thex stripped |! 

clothing aud 
desteaved: the building, using 
ohe fatter purpose, 

atives of the An 
rth binvevnoent have Kone tor 
MWasUTPEss : 
August ath. 

. is somieottivial 

at von dey Calta ened to. Mit 
Qs ow msponsibthity: im consequence 
a€ insubordination among bis treaps, whor 
wPefierd to osaeinte, clanming the tulhl. 
maout of the Lety Giovernment’s qircidise ; 
Bo grant phem wghts of citizenship ands 
WAT Streit, ‘ 


Disturhaiices ened, iv wh 


two eum | 
tad andy 


ritention of the German 
troops te the fatal’ ronsequences of, 
Aiscipline anil disolledianee toe the Gry 
ermnietes orders 


BOTHA’ DEAD. 
Preronta, August 2tth, 
The Ke. Hun. Lonis Kothw died wdden. 
dy tociwy, vt victim of influenza, 
5 osnos, Laguet Sth, 
Tre death. og Gene 


a 


AUP LE ga 
Haat te 


” 
ta 


Botha was them remamtio figure 
the whele Eanpire aand) the greateyt purr 
eouility on the Afri continent, 

TH news of his cb 
Gornstaittent te the 
Gord Milaed rad othe wd) messagey of 
canuicencee have been, tte the South 
‘African Ciovernment and General Botba’s 
family. ; 

He dwgan lite as a shepherd hoy ona 


Boer farnr, 
Loxpos, August 29th. 
fice. uf? obitus Notices, spegial 
_ orticles, photography and in nty of hiv 
garedr testify to the importance of the 
position hetd iy the Ini 
an the eyes of dhe Bri 
Byperts, who ana 
Charreter af the de 
. his aswnishing m y 
work ‘ns an Empire states 


the ‘Premier, 


ul 


than | 
revalling’ 


toe ,e 
te Mission | 


si 
‘ined! that Cen | 


was immediately * 


neral Bothiy’ + 
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(Reuler’s Service to the Ching’ Mail... 


RUMANIA WARNED. 

: 7 Paces, 
The text of M. Clymer 
umanin, dated: sAuguss 
Confervn: 


Jd 
August 28th, 


course of action. : 1 
. The Conference accordingly awnite. 
fron Rumania, an jmmediste and uns 
ivucal declaration : 1 
First], thar the @osernment of 
Rumania recognises the principle that the 
4 of the enemy States ary common 
y for all the Allied and Asaveiated 
Secondly, that it recognises the Repara. 
tion Commission as the exclusive agency 
For the collection of enemy. asacte for re 
parition: : ” 
drdly, that the Hungarian property 
reeeived. into Rumania sines ‘the Armis- 
tire oon November + 1Bba, WHI Be 
acvagnted for in and held at tho 
dispbsall of the Rey ‘on Commission; 


proval 
Fifthly, that) the Giovprnment of 
Rumania ratifies the Agrertnent she con- 

tracted on June. 27th, 
t 


HUNGARY. 


Beprpest, August vosh. + 
ich Hay notified the Altied 
ission that he has formed a 
t. and that the elections for 
Assembly willl be held) in 
reeks on 1 basig of equal’ 
al osevvet snffyage. Fle requests 
teh of a delegation, including 
4. te control the elections, ” 
‘ Berwin, August 28th, 
A. telegram from Budapest states that 
eonew Cabinet hag heen formed’ ‘ag 
. ” A 
M, Stephan Friedrich. 
w Count Gaaky. 
ohann Gruenn. 
neral Schaetzer, 
“upenhagen, Ang. 28, 
A message fron Uudapest sivs that 
Wr, Friedrich announces that.he is sending 
a list of the propused’ Cabinet to Versailles 
for approval and! asks the Ratente to send a 
mission to. control the elections. 


; 


War Minister. 


* LORD: JELLICOE. 


. big efforts torobtain the full reeugnition Li 


of thy polition) statusyof the Dominions. 
As yetards hig stand ‘in fiawour of the 
= m@ainteninca of the Union and his difi- 
cutties with the Nattonakises, iv this con- 
meption, if is recalled that, an the recent 
Coagros, of the Sonth Afrieny Party at 
Bloemfontein, he appealed for an hanest 
cesunton of Untch elemeats dased on a 
‘recognition of the Act of Caion, 
. Edy hoped that ay this has. turned out 
to by the dying appeal of thiy gr 


{ t. 
shicwaman, tt inay effeer that reconeilia- 


tiny which was one of the great objects of 
his life, 

The. Westminister Gusette says The 
agwa came ax a pang to the whole Em- 
pire. There are few men in the world 

whose death could leave. such a gap or 

eréute. such obvious difficulties: for: those 
take up the Work left unfinished. 
ieneral.Botha wag nok only a great 

Boddier in his own, manner of fighting but 

® great statesman and a most powerful 

roeontiling forew in the Mmpire, 

“We can searely eatimate. today how 
much we owe to the man who at the close 
of the Boer wartacce pled the consequences 
an ose fine a spirit and linked hig own 
nadhis peoples’ fortunes with those, of 
the British, We can but console our- 
ecdvex that before his death he laid, deep 
aa strong. the foundations wpon which 

» WAL be Luilt the nobler Afrioun E:apire of 
the futnre.” : ‘ 


TENNIS. 


! : Dearvitte, August 27th, 

Thy, following are the sull reanits of the 
amiteh between Mngland and France, 
in the semi-final round of the Davis Cup 
‘Competition i 

SINGLES, 

TivuthCol, Ay RV. Kingscote (Eag- 
land) beat MT, W. He Latrents (Franee), 
4.6, 4, B62, 1-6, ° 
» Andre Gobert (France) beat..afr. 
Paul Darson (England), 7-5, 6-4, 4-6, 6-4, 
«| My. Pan} Davson (England) beat M. 
CW. A. Laurentz (Franee), 64,1146, 10-12, 

Gnk. GO, P . 

Lieut-Col. A, Ro F. Kingscote (Eng. 

land) bear M, Gelurt (France), 64, 64, 
T-5, é : 
DOUBLES. 
Me Cichert and M. Laurentz, (France) 
teat Mears, H. Roper Barrett and T, G. 
Turirhull (England) 649. 6-1, 19-10. 

{fy vinaing this match, the English team 
have now earned the right—whith they: will 
no doubt take advantage of towards the 


end of this year—of. going ta Australia ae | 


challengers for the honour ‘of wresting the 
- Davis Cup from her hands, Elven if Britain 
in able te get hen, best four together, it will 
be considered hut u ‘forlorn hope, The 
Australian players, who-are now in Amorica 
trying twin the American honan: 
ership of Norman Brookes, carried 
. everything before them in the Wimbledon’ 

tournamen . Patterson’ winning tha 
from Norman 
Brookes and C 


& P. O' 


te, T. M. | 
jarrett, 


penditure was impossible. It was likely, 


to remain about £1 per head. 

“ New Zealand, if she desired to do her 
share in maintaining the Navy, should 
also contribute £t per head. elther in 
cash o7 in the form of a New Zealand 
unit maintained'and trained in completo 
uniformity with the Linperial Fleet and 
m no way’ tied ta the shores of New 


* Zealand. 


MONTENEGRINS AND SERBS? 


wa . Lonnox, August 28th. 
It. is authoritatively reported that 
fighting has 
The situation is extremely serious, ag the 
whole country is in.reyolt.. ° 

The Serbjans are endeavouring to re- 
press the rising by strong measures, but 

ave not. been very succrssful. 

The Montenegrins cut the railway be 
tween Virbazur and Antivari, both 
-which are seriously endangered. ' 

ie 
flating the Montenegrin national feclin 
and increasing the already bitter ariti 
Serbian hate. 


SILESIA, 


oe . Lonpos, August 28th. 

it-is authoritatively stated that, not 
_Withstanding the optimistic German re 
‘ ports, the situation in Silesia has appar- 
ently improved but little, The whole of 
{ the south-eastern corner is at 
‘a state of armed revolt, : 


_ The Polish Government is acting with 
much forbeurance under great German 
provocation. Up to the print time they 
have not sent troops ucross the frontier 
to assist their compatriots. but Polish 
aff fing is being daily embittered against 
the Allies brewuse of their deluy in send- 
Ing representatives to enforce order and 
fatretreatment of the Poles at the hands 


of the Germans, 


The whole situation may he summed up 


ay giving great cause for anxiety. 

o..,, LONDON, August 28th, 

, The situation in Upper Silesia is still 
serious, The aggression and provocation 
by ie (Germans, is continuing. The in- 

: nts are “atruggling again, 

j edd own to the % Oe mun ho at 

which the Germans have-ample. 

bs 
breu 


(ang ght up armoured cars, niathine guns 


tanks. In Hast ond West Prussi 
pnd Parts of Pasnani, already occupied 
Dy, the mana, ¢ Latte: is 
, cally provoking’ the, Poles. ” aye mas ; 
Tho Germang are rushing up reinforee- 
;Jaents, while thousands of the- lati 
‘have been imprisoned, ecponurauien 
(. Polish quarters declare that +] 
vocation of the population into ry rifing| 


rs under “2% done in order to exterminate the} 
il Upper Silesia, and thus| Lal 


Polish clement in 
to secure ow result in ‘the. forthooming 


plebiscite favourable to Germany, _ 


Negeri al . 
ROYAL ENGINEERS WANTED, . | 


broken out in Mor.tenegro. 


of. 


sam 
lerbinn policy: appears to he in- 


“present in 


lack of munitions, of | 


On ‘the Prszezyna front, the” Germans | 


" POST. OFFICE 


- : 
| A new system of advising. pos 

Sf Barges between Hongkong und tke} | 
) “| United: Kingdom: bas been adopted as a 

' result of which it, will be necessary in. | 
| future: for sondors of uninsured! parce 


UR & CO., 


CHICAGE. . 


hook 


| Declaration Forms in reapect of enc’ 
P parcel. * . 


ARMO 
WORLD'S LARGEST FOOD PACKERS. . 


CANNEL 


“VERIBIST,” “SHIXLD” and “HELMIT, BRANDS. 


ARNHOLD BROTHERS. & Co.Ltd. 


Sole. Agents for Bouth China, ; 


Telegrapbie communication — wit 
| Waglan, Lighthouse is. interrupted. 
MEATS, FRUITS, 
YOGOMABLES, SOUPS. 


Bor CEE, ETC. in Eiberia 
: 


| matter. Any books 


bev 


~ 


be: 


pe noted ih a retetetlons = ; 
1 OBE: lege 
Merchant Veasela of the: Chas tation 

have: been. sbolished.. 


M. Y. SAN & Co, Ltd. | Balesein ence ine Often 
|  °\MANUFAOTURERS OF “BEE BRAND”: ° 


: | 
! suspent 


E }Abadan, Ahwas: or Mchammorah in the: |: 
eae Gulf may exceed eight ounces in |: 


| The insured’ letter and insured parcel |. 
| services. batween t. (or in transit. 
|| through Egypt) and. rus. are tampor-- |; 
|| arly suspended, ~ : 


|” Uninsured parcels for the United: | 


| Kingdom: will in future: be: 


i} from Hongkong in : 
are -there! bende ony 


to k such: 
parcels. very carefully. a — 


Heap Orrice’: Nox 92-100, Queen's Road, Central, Hongkong. 
“Factory: Nos. 142—245, Wanchai Road, Hongkong. 
Branches at. Manila, Singapore, Shanghai and Canton, China. 


Until further notice parcals for civil'| 
| addresses: in » provinces of Unine, |, 
| Vicanza, Trevisa Padua, Venice and Bel-| 
Hlune in Italy will not. be accepted for} 
transmission unless poated under the 
British War Office Permit. “ " ., 


The Parcel Poat. Services to. British |' 
) Bast: Africa ~and + (except for |: 


WEATHER REPORT. " 


— 


MOVEHENTS OF STEAMERS.. 


ust. < J | Portuguese. East ica, 
September 4, being due at this: Port |' Russia. bave been: suspended. 
rember: 6. é 
Ew The. TRE. 8.8. Korew Maru arrived at | 
bp. Manila Augnet. 31 and ‘will enil 
beptember 3: being due at this 
Port September 6,, a.m. 
: The: C,P.0\8. Co's RMS. Lmpress.o7 Asia 
sailed from Hongkong onthe August 
! 7,,, and arrived: at. Vancouver on 
! August 96. 
The, CEOS cos Faas. Emprewe of | 
‘aqoan arrived at Kobe on August 28 | +H 
loft there Angust. 59 and ‘saline at | ions pada clones, a6 & clock on the 
 "Yokobama on August, 30, » ;P rening, * wt 
| The ini BBs. ee fake _ (ur J ° 
o ine): left Singapore for this ; 
: ort on the 29th onset, and is |, 
) ., expected. here on the 3rd September." 


—!0/—e 


Latest Advices. 


Registered and Parcal Mails are closed 
15 minutes earlier than the time. given’ | 
, balow nnless otherwise stated, and where 


| a.m. registered and parcel mails ard: 
closed at 5 p.m. on the previous day. 


q 
— 


” 


INWARD MUILS. 


TUESDAY,. Septenter 2 
Banter ee Nat MAR 
he Actmiral Line's a.8.. City of Spokane SE a ESD) AY, bas otal 

~ will arrive at . Hongkong abou: | ae » Replem ler 3, 
Septmber 218 from: Seattle, vis | Japan and U.S.4.—Per CHINA. - 
nama! fapan ports and Shanghai. THURSDAY, September 4. 

The Admin) Line's ss, Ocen will arrive 
_- &t Hongkong about September 20 
from Seattle: via usual Japan ports 

' and Shanghai 
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ROYAL OBBERYATORY | Vancouver on Beptemsber 10. ee 
HONGKONG, DAILT WEATHER | The N.Y.K.5.8, Shinryn Maru (Bombay 
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TUESDAY, September 2. ' 


RIOJUN MARO, 11 a.m.. 
Bwatow, my and Foochow—Fer 
QUINNEBAUG, Noon. 


Philippine ._ Islands’ 
q PD OL 5 


The Pit 6.8. Co.'s as. West Aasson 
arxived' at. ghanghsi on August. 26, 
will left Shanghai for Hongkong 
on: September 1, and will be. due 
here on or about September 4. 
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| from Hongkong to: fill’ in two Customa:} ji 


. THR So aah As 
|" CORONET “ic | 


Allied soldiers: in the various hoapitals | 
are. badly inneed of roading.) | 


W Spa) eta.for| | 
their use banded in ‘st the CPO. will}. | 
packed agd forwarded to them free[C|' { 


|: The Post, service, to. Ouba Is | | 
mea 
he pee 


Fi austria. | i 
pire-sre'| |: 


No. unofficial letter addressed to |. |; 


|| “UNDER 


mails. are advertised to close before 9'| 7 


In: the case'of Malls cloalne before 8 am. || |* 


Shanghaiand Japan—Per RAMO MARU. |: 


FP, Prancisen, Mr. F. B, pertoar ts 
Mies George, Mr. B, G. Goldie, Mr. 
T. Gote,-Mr, and Mry. Gilfllan, Mrs, 
Newton W, Gilbert, Mr. F. H, Gar- 
rett, “Rev, Jas. M. 
Hal, 


. 8. A., Horney, Mr. ‘and Mrs. G. BR. 
Bendel, Mr, and Mrs, P. BR. Her-} 
rick, Mr. B..C, M. Johnston, Mr. 
and Mrs." G.. M. Jackson, Mrs. T-1 4 


MONDAY, ‘SePTENEER 1, 101” 
ENVERTAINNENTS. 


TO-NIGST at -6.15°& 9.15 pm. 
METRO presents 


EMMY WHELEN 


Maa i 


is 


eWANITY.” 


| Usual Prices. Booking at ROBINSON'S. «-.| 


HONGKONG THEATRE. 
Tel. 9511. . 7 pire Tol, 9811. 
August, 80, 31. and September 1, &, 2. 
Saturday Matines &'9.15 pm. 
’ Showing :—Bpisades. 13. & 14. 


“THE MOON CHILD” 


‘ eee 
‘7.15 p.m. performance :—Episodes 11 & 12, 


+ 


WEDNMDAY ‘3rd. Aug, SEE THE GREAT VICTORY PICTURE’UF 
AMERICA AND HER ALLIES:— 


FOUR FLAGS” 


Booking at the THEATRE. 
RIA THEATRE. 


| TO-NIGHT! 


VICTO 
TO-NIGAT ree 


“GLOBE TROTTERS” 


e a 


SOMETHING OUT OF THE ORDINARY, | 
f Prices; $3, $2 & G1. 
_ _ Soldiers snd Sailors Half Price. 


a 


Booking at ANDERSON’S 


. S. Newcomb, Mr, and Mw. B, By . 
* | Mchols, Sister M. Nieves, Mr. M 
‘+Nathan, Mr, Edward A, Nelson, Mr, 
Ss. R. Owen, Sister M, Oliver, Ma, ~ 
and Mrs. L, (Oman, Mra. G.. By 
Pratt, Rev. and-Mrs...P,' B. Pries, 
Mr. and: Mrs, A.. F. Pillsburg,. "Dr, 
Mr. B. R.. Palmtag, Miss T. Phillipe, . 
Mrs. F. A. Pulemeki, Mr. Albert 
Panesay, Mz, P. W, Ruston, Drs, 
iL. iL, Rizal, Miss M.A. Sells, Mr. 
ond Mry. H. EB. Sanith, Mr.’ Be 
Schradirck,. Mrs, M.. Sloan, Me. Ja. 
C. Sloan, Rev, W. J. Smith, Mra, 
Shibbeth, Mrs. B. M.* Stevenson, 
Mr. and Mis. Solomon, Mr. Will « 
ams Scott, Mr. John EB. Trudell, 
Mr. and Mrs. F. 8. Thomecm,’ Mr. 
and Mrs. W.'J. Tutchee, Mx. -and 
Mts, N. A. Thompson, ‘Mr, -G," 
Tobunur, Mr. T. Tadroes, Mx, Jose... 
Fertajada, Mr, -Vincent, Mise ‘Ving. . * 
cent, Mr. and Mrs, Vincent, Father 
G. -Vivar, Mrs. Casiono ‘Villanrin, 
Mr, H. R. Wells, Mrs, SW. ‘“" 
Capt. A. G. Yonkey, Mm. L.-Ce . 
Zafru, Miss C. §. Fraser, Mr, Ale’ 
Gvamdoo, Mr. and Mrs. Marfoo, Mr,’ 
Uy Caldéroa, Mr. Lovis Dundee, |John A: Rose, Mrs. and Mice Viez 
Mr. and’ Mn J. S. Do- Buetyni, ders, Dr. B. R, Vieders,. Mr. J. Ly 
Mr. V. McDent, Mr. P. W, MceDar-| Willis, Mrs. and Misa Willis. - 
row, Mr, J. A. Edson, Mrs, Mar-j- |" ‘ 
garet M, Edson, Mr. and May... H: 
Elliott,’ Mr. Ewere,, Miss V. A. J. 
Endicott, Mrs. E. M] Byler, Mr. M. 
A. Egcomilia, Misa M. Foody, Mr. 


» LIST OF PASSENGERS. 
| ARRIVED. 


August. 31. % 
.g. Empresa of Russia, from 
Tien M te ae Afra: 
bem, Mr."D, Albrvbuin, Mr. W. R. 
Auientoge, Mx, J. Alimdojon, Mr. 
A. &. Axguelles, Me, and Mrs. M. 
Arguellke, Mr. B. Amaro, birs 0. 
‘T. Breakspear, Mr. and » oe OC, 
Brownet!, Mr. J. Caster ' Brandon, 
Dy. F. T. Bolund,..Miss P..Bertoh, 
Mr. C.D. Blackwelder, Mr, an 
Mrs.-B. ‘7, Badley, Miss L. Badley,. 
Miss E. Benson, Capt,.S. Brown, 
Mr. J, M, Baumbold, Mr. J. G. 
Brimo, Mz and Mrs. W. N. Bur- 
dick, Mr, Harry Bowhi, Mr. J. A. 
Beattie, Me. B. Betournay, Yr. P. 
BH. Cobb, Mrs. Anny rm 
Gee Evelipn. Curroll, Mr. and Mrs. 
Cc. E. Camunt, ‘Mr. H. L.. Caldwell, 
Mr, und-Mes. J! BR. Clark,’ Miss. M. 
de ka Cruz, Sister L, de bb Cruz, 
Mr: FE. L: Clondio, Mr. Robert 5, 
Crocker, Miss M. Corbett, Mr. A. B. 
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